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INTRODUCTION 


This  publication  contains  an  unofficial  reprint  of  (a)  excerpts  from  the  Public 
Health  Service  Act,  as  amended  (42  U.  S.  C.  201  et  seq.),  covering  those  por- 
tions primarily  applicable  to  the  control  of  biological  products  and  of  (b)  the 
regulations  pertaining  to  biological  products  adopted  pursuant  to  such  Act  (42 
C.  F.  R.  Part  73),  effective  as  of  April  20,  1960. 

Interstate  shipment  and  the  export  or  import  of  biological  products  were  origi- 
nally subject  to  Federal  control  under  the  provisions  of  the  Act  of  July  1,  1902; 
32  Stat.  728,  729.  In  enacting  the  Public  Health  Service  Act,  this  authority 
was  consolidated  with  other  laws  relating  to  the  Public  Health  Service  by  the 
Act  of  July  1,  1944,  entitled  "An  Act  to  consolidate  and  revise  the  laws  relat- 
ing to  the  Public  Health  Service,  and  for  other  purposes"  (Public  Law  410,  78th 
Congress;  58  Stat.  682).  Title  III,  Part  F  of  the  Public  Health  Service  Act  is 
the  part  that  relates  directly  to  the  control  of  biological  products. 

The  Public  Health  Service  Regulations  consist  of  Title  42,  Chapter  I  of  the 
Code  of  Federal  Regulations.  This  chapter  was  rearranged  and  reprinted  in 
its  entirety  in  the  Federal  Register  of  September  16,  1947,  to  integrate  the 
numerous  amendments  and  additions  issuing  since  the  original  codification  of 
Title  42  on  June  1,  1938.  The  present  publication  includes  Part  73,  Biological 
Products,  of  these  Regulations  and  includes  amendments  published  in  the  Fed- 
eral Register  since  September  16,  1947. 

Reorganization  Plan  No.  1,  1953  (67  Stat.  631),  transferred  the  Public  Health 
Service  to  the  Department  of  Health,  Education,  and  Welfare,  abolished  the  Fed- 
eral Security  Agency  and  the  Office  of  Federal  Security  Administrator,  and 
transferred  all  functions  of  the  Administrator  to  the  Secretary  of  the  Department. 
The  Plan  was  made  effective  April  11,  1953,  by  the  Act  of  April  1,  1953  (Pub- 
lic Law  13,  83rd  Congress,  67  Stat.  18).  Accordingly,  for  all  actions  subsequent 
to  April  10,  1953,  the  references  in  the  statute  and  regulations  to  the  terms 
"Federal  Security  Agency,"  "Federal  Security  Administrator,"  or  "Administra- 
tor" have  respectively  been  changed  in  this  reprint  to  "Department  of  Health 
Education,  and  Welfare,"  "Secretary  of  the  Department  of  Health,  Education, 
and  Welfare"  and  "Secretary." 


EXCERPTS  FROM  THE 
PUBLIC  HEALTH  SERVICE  ACT,  As  Amended 


TITLE  I— SHORT  TITLE  AND  DEFINITIONS 

SHORT  TITLE 

42  U.  S.  C,  Note 

Sec.  1.  Titles  I  to  VI  inclusive,  of  this  Act  may  be  cited  as  the  "Public 
Health  Service  Act."i 

DEFINITIONS 

42  U.  S.  C.  201 

Sec.  2.  When  used  in  this  Act — 

(a)  The  term  "Service"  means  the  Public  Health  Service; 

(b)  The  term  "Surgeon  General"  means  the  Surgeon  General  of  the  Pub- 
lic Health  Service; 

(c)  The  term  "Secretary"  means  the  Secretary  of  the  Department  of  Health, 
Education,  and  Welfare; 

(d)  The  term  "regulations,"  except  when  otherwise  specified,  means  rules 
and  regulations  made  by  the  Surgeon  General  with  the  approval  of  the  Secretary; 

(e)  The  term  "executive  department"  means  any  executive  department, 
agency,  or  independent  establishment  of  the  United  States  or  any  corporation 
wholly  owned  by  the  United  States; 

(f)  The  term  "State"  means  a  State  or  the  District  of  Columbia,  Hawaii, 
Alaska,  Puerto  Rico,  or  the  Virgin  Islands,  except  that  as  used  in  section  361 
(d)2  such  term  means  a  State,  the  District  of  Columbia,  or  Alaska; 

(g)  The  term  "possession"  includes,  among  other  possessions,  Puerto  Rico 
and  the  Virgin  Islands. 

TITLE  II— ADMINISTRATION 

PUBLIC  HEALTH  SERVICE 

42  U.  S.  C.  202 

Sec.  201.  The  Public  Health  Service  in  the  Department  of  Health,  Educa- 
tion, and  Welfare  shall  be  administered  by  the  Surgeon  General  under  the  super- 
vision and  direction  of  the  Secretary. 

ORGANIZATION 

42  U.  S.  C.  203 

Sec.  202.  The  Service  shall  consist  of  (1)  the  Office  of  the  Surgeon  Gen- 
eral, (2)  the  National  Institutes'  of  Health,  (3)  the  Bureau  of  Medical  Services, 
and  (4)  the  Bureau  of  State  Services.    The  Surgeon  General  is  authorized  and 


'■Section  1  was  amended  by  section  4  of  the  Hospital  Survey  and  Construction  Act  to  add  Title  VI  to 
the  original  five  titles  of  the  Public  Health  Service  Act. 

^Relates  to  Part  G— -Quarantine  and  Inspection,  Control  of  Communicable  Diseases. 

' Section  202  was  amended  by  6  (b)  of  the  National  Heart  Act  by  adding  an  *s"  to  Institute. 
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directed  to  assign  to  the  Office  of  the  Surgeon  General,  to  the  National  Insti- 
tutes of  Health,  to  the  Bureau  of  Medical  Services,  and  to  the  Bureau  of  State 
Services,  respectively,  the  several  functions  of  the  Service,  and  to  establish 
within  them  such  divisions,  sections,  and  other  units  as  he  may  find  necessary; 
and  from  time  to  time  abolish,  transfer  and  consolidate  divisions,  sections,  and 
other  units  and  assign  their  functions  and  personnel  in  such  manner  as  he  may 
find  necessary  for  efficient  operation  of  the  Service.  No  division  shall  be  es- 
tablished, abolished,  or  transferred,  and  no  divisions  shall  be  consolidated, 
except  with  the  approval  of  the  Secretary.  The  National  Institutes  of  Health 
shall  be  administered  as  a  part  of  the  field  service.  The  Surgeon  General  may 
delegate  to  any  officer  or  employee  of  the  Service  such  of  his  powers  and  du- 
ties under  this  Act,  except  the  making  of  regulations,  as  he  may  deem  neces- 
sary or  expedient. 

TITLE  III— GENERAL  POWERS  AND  DUTIES  OF 
PUBLIC  HEALTH  SERVICE 

Part  F— Biological  Products 

regulation  of  biological  products 

42  U.  S.  C.  262 

Sec.  351.  (a)  No  person  shall  sell,  barter,  or  exchange,  or  offer  for  sale, 
barter,  or  exchange  in  the  District  of  Columbia,  or  send,  carry,  or  bring  for 
sale,  barter,  or  exchange  from  any  State  or  possession  into  any  other  State  or 
possession  or  into  any  foreign  country,  or  from  any  foreign  country  into  any 
State  or  possession,  any  virus,  therapeutic  serum,  toxin,  antitoxin,  or  analo- 
gous product,  or  arsphenamine  or  its  derivatives  (or  any  other  trivalent  organic 
arsenic  compound),  applicable  to  the  prevention,  treatment,  or  cure  of  diseases 
or  injuries  of  man,  unless  (1)  such  virus,  serum,  toxin,  antitoxin,  or  other 
product  has  been  propagated  or  manufactured  and  prepared  at  an  establishment 
holding  an  unsuspended  and  unrevoked  license,  issued  by  the  Secretary  as 
hereinafter  authorized,  to  propagate  or  manufacture,  and  prepare  such  virus, 
serum,  toxin,  antitoxin,  or  other  product  for  sale  in  the  District  of  Columbia, 
or  for  sending,  bringing,  or  carrying  from  place  to  place  aforesaid;  and  (2) 
each  package  of  such  virus,  serum,  toxin,  antitoxin,  or  other  product  is  plainly 
marked  with  the  proper  name  of  the  article  contained  therein,  the  name,  ad- 
dress, and  license  number  of  the  manufacturer,  and  the  date  beyond  which  the 
contents  cannot  be  expected  beyond  reasonable  doubt  to  yield  their  specific 
results.  The  suspension  or  revocation  of  any  license  shall  not  prevent  the 
sale,  barter,  or  exchange  of  any  virus,  serum,  toxin,  antitoxin,  or  other  product 
aforesaid  which  has  been  sold  and  delivered  by  the  licensee  prior  to  such  sus- 
pension or  revocation,  unless  the  owner  or  custodian  of  such  virus,  serum, 
toxin,  antitoxin,  or  other  product  aforesaid  has  been  notified  by  the  Secretary 
not  to  sell,  barter,  or  exchange  the  same. 

(b)  No  person  shall  falsely  label  or  mark  any  package  or  container  of  any 
virus,  serum,  toxin,  antitoxin,  or  other  product  aforesaid;  nor  alter  any  label  or 
mark  on  any  package  or  container  of  any  virus,  serum,  toxin,  antitoxin,  or  other 
product  aforesaid  so  as  to  falsify  such  label  or  mark. 
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(c)  Any  officer,  agent,  or  employee  of  the  Department  of  Health,  Education, 
and  Welfare,  authorized  by  the  Secretary  for  the  purpose,  may  during  all  rea- 
sonable hours  enter  and  inspect  any  establishment  for  the  propagation  or  manu- 
facture and  preparation  of  any  virus,  serum,  toxin,  antitoxin,  or  other  product 
aforesaid  for  sale,  barter,  or  exchange  in  the  District  of  Columbia,  or  to  be 
sent,  carried,  or  brought  from  any  State  or  possession  into  any  other  State  or 
possession  or  into  any  foreign  country,  or  from  any  foreign  country  into  any 
State  or  possession. 

(d)  Licenses  for  the  maintenance  of  establishments  for  the  propagation  or 
manufacture  and  preparation  of  products  described  in  subsection  (a)  of  this 
section  may  be  issued  only  upon  a  showing  that  the  establishment  and  the 
products  for  which  a  license  is  desired  meet  standards,  designed  to  insure  the 
continued  safety,  purity,  and  potency  of  such  products,  prescribed  in  regula- 
tions, and  licenses  for  new  prodycts  may  be  issued  only  upon  a  showing  that 
they  meet  such  standards.  All  such  licenses  shall  be  issued,  suspended,  and 
revoked  as  prescribed  by  regulations,  and  all  licenses  issued  for  the  main- 
tenance of  establishments  for  the  propagation  or  manufacture  and  preparation, 
in  any  foreign  country,  of  any  such  products  for  sale,  barter,  or  exchange  in 
any  State  or  possession  shall  be  issued  upon  condition  that  the  licensees  will 
permit  the  inspection  of  their  establishments  in  accordance  with  subsection  (c) 
of  this  section. 

(e)  No  person  shall  interfere  with  any  officer,  agent,  or  employee  of  the 
Service  in  the  performance  of  any  duty  imposed  upon  him  by  this  section  or  by 
regulations  made  by  authority  thereof. 

(f)  Any  person  who  shall  violate,  or  aid  or  abet  in  violating,  any  of  the 
provisions  of  this  section  shall  be  punished  upon  conviction  by  a  fine  not  ex- 
ceeding $500  or  by  imprisonment  not  exceeding  one  year,  or  by  both  such  fine 
and  imprisonment,  in  the  discretion  of  the  court. 

(g)  Nothing  contained  in  this  Act  shall  be  construed  as  in  any  way  affect- 
ing, modifying,  repealing,  or  superseding  the  provisions  of  the  Federal  Food, 
Drug,  and  Cosmetic  Act  (U.  S.  C,  1940  edition,  title  21,  ch.  9). 

PREPARATION  OF  BIOLOGICAL  PRODUCTS 

42  U.  S.  C.  268 

Sec.  3.52.  (a)  The  Service  may  prepare  for  its  own  use  any  product  described 
in  section  351  and  any  product  necessary  to  carrying  out  any  of  the  purposes 
of  section  301. 

(b)  The  Service  may  prepare  any  product  described  in  section  351  for  the 
use  of  other  Federal  departments  or  agencies,  and  public  or  private  agencies 
and  individuals  engaged  in  work  in  the  field  of  medicine  when  such  product 
is  not  available  from  establishments  licensed  under  such  section. 
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Apri  I    12,    I960  .   2'5   FP  3397. 
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Attthority:  §§73.1  to  73.306  issued  under 
sec.  215,  58  Stat.  690,  as  amended;  42  U.S.C. 
216.  Interpret  or  apply  sec.  351,  58  Stat. 
702;  42  U.S.C.  262.  Other  statutory  provi- 
sions interpreted  or  applied  are  cited  to  text 
in  parentheses. 

Cross  References:  For  Department  of 
Health,  Education,  and  Welfare  regulations 
relating  to  drugs  as  defined  in  the  Federal 
Food,  Drug,  and  Cosmetic  Act  (21  XJJS.C.  301 
et  seq.),  see  21  CFR,  Subchapter  C.  For  ex- 
emption from  section  505  of  the  Federal 
Food,  Drug,  and  Cosmetic  Act  (21  U.S.C. 
355)  of  new  drugs  licensed  tmder  the  Public 
Health  Service  Act,  see  21  CFR  130.2.  For 
drugs  Intended  solely  fOT  investigational  use, 
see  21  CFR  1.114.  For  Bureau  of  Customs 
regulations  relating  to  viruses,  serums  and 
toxins,  see  19  CFR  12.21-12.23.  For  Post 
Ofllce  regiilatlons  relating  to  the  admissibility 
to  the  U.nited  States  mails  see  39  CFR  Parts 
14  and  15,  esp.  §  15.(2). 

Definitions 
§  73.1  Definitions. 

As  used  in  this  part: 

(a)  "Act"  means  the  Public  Health 
Service  Act  (58  Stat.  682),  approved  July 
1, 1944. 

(b)  "Secretary"  means  the  Secr'etary 
of  Health,  Education,  and  Welfare. 

(c)  "Surgeon  General"  n^eans  the 
Surgeon  General  of  the  United  States 
Public  Health  Service. 

(d)  "Institutes"  means  the  National 
Institutes  of  Health  in  the  Publifc  Health 
Service. 

(e)  "Division  of  Biologies  Standards" 
means  the  Division  of  Biologies  Stand- 
ards of  the  National  Institutes  of  Health. 

(f )  "State"  means  a  State  or  the  Dis- 
trict of  Columbia,  Puerto  Rico,  or  the 
Virgin  Islands. 

(g)  "Possession"  includes  among  other 
possessions,  Puerto  Rico  and  the  Virgin 
Islands. 

(h)  "Biological  product"  means  any 
virus,  therapeutic  serum,  toxin,  anti- 
toxin, or  analogous  product  applicable  to 
the  prevention,  treatment  or  cure  of 
diseases  or  injuries  of  man: 

(1)  A  virus  is  a  product  containing  the 
minute  living  cause  of  an  infectious  dis- 
ease. 


(2)  A  therai)eutic  serum  is  the  prod- 
uct obtained  from  the  blood  of  an  animal 
by  removing  the  clot  or  clot  components 
and  the  blood  cells  and  intended  for  ad- 
ministration by  a  route  other  than  in- 
gestion. 

(3)  A  toxin  is  a  product  containing  a 
soluble  substance  poisonous  to  laboratory 
animals  or  to  man  in  doses  of  1  milliliter 
or  less  (or  equivalent  in  weight)  of  the 
product,  and  having  the 'property,  fol- 
lowing the  injection  of  non-fatal  doses 
into  an  animal,  of  causing  to  be  produced 
therein  another  soluble  substance  which 
specifically  neutralizes  the  poisonous 
substance  and  which  is  demonstrable  in 
the  serum  of  the  animal  thus  immunized. 

(4)  An  antitoxin  is  a  product  contain- 
ing the  soluble  substance  in  serum  or 
other  body  fluid  of  an  immunized  animal 
which  specifically  neutralizes  the  toxin 
against  which  the  animal  is  immune. 

(5)  A  product  is  analogous: 

(i)  To  a  virus  if  prepared  from  or  with 
a  virus  or  agent  actually  or  potentially 
infectious,  without  regard  to  the  degree 
of  virulence  or  toxicogenicity  of  the  spe- 
cific strain  used. 

(ii)  To  a  therapeutic  serum,  if  com- 
posed of  whole  blood  or  plasma  or  con- 
taining some  organic  constituent  or 
product  other  than  a  hormone  or  an 
amino  acid,  derived  from  whole  blood, 
plasma,  or  serum  and  intended  for  ad- 
ministration by  a  route  other  than 
ingestion. 

(iii)  To  a  toxin  or  antitoxin,  if  in- 
tended, irrespective  of  its  source  of 
origin,  for  the  prevention,  treatment,  or 
cure  of  diseases  or  injuries  of  man 
through  specific  immunization. 

(i)  "Trivalent  organic  arsenicals" 
means  arsphenamine  and  its  derivatives 
(or  any  other  trivalent  organic  arsenic 
compound)  applicable  to  the  prevention, 
treatment,  or  cure  of  diseases  or  injm-ies 
of  man. 

(j)  "Products"  includes  biological 
products  and  trivalent  organic  arseni- 
cals. A  product  is  deemed  "applicable  to 
the  prevention,^  treatment  or  cure  of  dis- 
eases or  injuries  of  man"  iiTespective  of 
the  mode  of  administration  or  applica- 
tion recommended,  including  use  when 
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intended,  through  administration  or  ap- 
plication to  a  person,  as  an  aid  in  diag- 
nosis or  in  evaluating  the  degree  of 
susceptibility  or  immunity  possessed  by  a 
person,  and  including  also  any  other  use 
for  purposes  of  diagnosis  if  the  diagnostic 
substance  so  used  is  prepared  from  or 
with  the  aid  of  a  biological  product. 

(k)  "Proper  name",  as  applied  to  a 
product,  means  the  name  designated  in 
the  license  for  use  upon  each  container 
of  the  product. 

(1)  "Dating  period"  means  the  period 
beyond  which  the  product  cannot  be  ex- 
pected beyond  reasonable  doubt  to  yield 
its  specific  results. 

(m)  "Expiration  date"  means  the  date 
of  termination  of  the  dating  period. 

(n)  The  word  "standards"  means 
specifications  and  procedures  applicable 
to  an  establishment  or  to  the  manufac- 
ture or  release  of  products,  which  are 
prescribed  in  this  part  and  which  are 
designed  to  insure  the  continued  safety, 
purity  and  potency  of  such  products. 

(o)  The  word  "continued"  as  applied 
to  the  safety,  purity  and  potency  of  prod- 
ucts is  interpreted  to  apply  to  the  dating 
period. 

(p)  The  word  "safety"  is  interpreted 
to  apply  to  the  relative  freedom  from 
harmful  effect  to  the  recipient  when  a 
product  is  prudently  administered  taking 
into  consideration  the  character  of  the 
product  in  relation  to  the  condition  of 
the  patient  at  the  time. 

(q)  The  word  "sterility"  is  interpreted 
to  mean  freedom  from  viable  contami- 
nating microorganisms,  as  determined  by 
the  tests  prescribed  in  §  73.73. 

(r)  The  word  "purity"  is  interpreted 
to  mean  the  degree  of  freedom  from  ex- 
traneous matter,  whether  harmful  to  the 
recipient,  deleterious  to  the  product  or 
otherwise,  in  the  finished  product. 

(s)  The  word  "potency"  is  interpreted 
to  mean  the  specific  ability  or  capacity 
of  the  product,  as  indicr.ted  by  appropri- 
ate laboratory  tests  or  by  adequately  con- 
trolled clinical  data  obtained  through  the 
administration  of  the  product  in  the 
manner  intended,  to  effect  a  given  result. 

(t)  "Manufacturer"  means  any  legal 
person  or  entity  engaged  in  the  manu- 
facture of  a  product  subject  to  license 
under  the  Act. 


(u)  "Manufacture"  means  all  steps  in 
propagation  or  manufacture  and  prep- 
aration of  products  and  includes  but  is 
not  limited  to  filling,  testing,  labeling, 
packaging,  and  storage  by  the  manu- 
facturer. 

(V)  "Location"  includes  all  buildings, 
appurtenances,  equipment  and  animals 
used,  and  personnel  engaged  by  a  manu- 
facturer within  a  particular  area  desig- 
nated by  an  address  adequate  for  identi- 
fication. 

(w)  "Establishment"  includes  all 
locations. 

(X)  "Lot"  means  that  quantity  of  uni- 
form material  identified  by  the  manu- 
facturer as  having  been  thoroughly 
mixed  in  a  single  container, 

(y)  "Selling  agent"  or  "distributor" 
means  any  person  engaged  in  the  unre- 
stricted distribution,  other  than  by  sale 
at  retail,  of  products  subject  to  license. 

Licenses:  Procedure 

§  73.2    Two  forms  of  licenses. 

There  shall  be  two  forms  of  licenses: 
establishment  and  product. 

§  73.3  Application  for  establishment 
and  product  licenses;  procedure  for 
filing. 

To  obtain  a  license  for  any  establish- 
ment or  product,  the  manufacturer  shall 
make  application  to  the  Director,  Divi- 
sion of  Biologies  Standards,  on  forms 
prescribed  for  such  purpose,  and  in  the 
case  of  an  application  for  a  product  li- 
cense, shall  submit  data  derived  from 
laboratory  and  clinical  studies  which 
demonstrate  that  the  manufactured 
product  meets  prescribed  standards  of 
safety,  purity  and  potency,  a  full  de- 
scription of  manufacturing  methods, 
data  establishing  stability  of  the  product 
through  the  dating  period,  sample(s) 
representative  of  the  product  to  be  sold, 
bartered  or  exchanged  or  offered,  sent, 
carried  or  brought  for  sale,  barter  or  ex- 
change, summaries  of^results  of  tests  per- 
formed on  the  lot(s)  represented  by  the 
submitted  sample (s),  and  specimens  of 
the  labels,  enclosures  and  containers  pro- 
posed to  be  used  for  the  product.  An 
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application  for  license  shall  not  be  con- 
sidered as  filed  until  all  pertinent  in- 
formation and  data  shall  have  been  re- 
ceived from  the  manufacturer  by  the 
Division  of  Biologies  Standards. 

§  73.4    Establishment  licenses;  issuance 
and  conditions. 

(a)  Inspection — compliance  with 
standards.  An  establishment  license 
shall  be  issued  only  after  inspection  of 
the  establishment  and  upon  a  deter- 
mination that  the  establishment  com- 
plies with  the  applicable  standards  pre- 
scribed in  the  regulations  in  this  part. 

(b)  Availability  of  product;  simul- 
taneous request  for  and  issuance  of  prod- 
uct license.  No  establishment  license 
shall  be  issued  unless  (1)  a  product  in- 
tended for  sale,  barter  or  exchange  or 
intended  to  be  offered,  sent,  carried  or 
brought  for  sale,  barter  or  exchange  is 
available  for  examination,  (2)  such 
product  is  available  for  inspection  dur- 
ing all  phases  of  manufacture  and  (3)  a 
product  license  is  requested  and  issued 
simultaneously  with  the  establishment 
license. 

(c)  One  establishment  license  to  cover 
all  locations.  One  establishment  license 
shall  be  issued  to  cover  all  locations 
meeting  the  establishment  standards. 

§  73.5    Product  licenses;   issuance  and 
conditions. 

(a)  Examination — compliance  with 
standards.  A  product  license  shall  be 
issued  only  upon  examination  of  the 
product  and  upon  a  determination  that 
the  product  complies  with  the  standards 
prescribed  in  the  regulations  in  this  part: 
Provided,  That  no  product  license  shall 
be  issued  except  upon  a  determination 
that  the  establishment  complies  wii  h  the 
establishment  standards  prescribes!  in 
the  regulations  contained  in  this  part, 
applicable  to  the  manufacture  of  such 
product. 

(b)  Manufacturing  process — impair- 
ment of  assurances.  No  product  shall  be 
licensed  if  any  part  of  the  process  of  or 
relating  to  the  manufacture  of  such 
product,  in  the  judgment  of  the  Surgeon 
General,  would  impair  the  assurances  of 
continued  safety,  purity  and  potency  as 
provided  by  the  regulations  contained  in 
this  part. 


§  73.6    License  forms. 

(a)  Establishment  license.  The  es- 
tablishment license  form  shall  be  pre- 
scribed by  the  Surgeon  General  and  shall 
Include: 

(1)  The  name  and  address  of  the 
manufactiu'er. 

(2)  The  name  and  address  of  the  es- 
tablishment. 

(3)  The  names  and  addresses  of  all 
locations  of  the  establishment. 

(4)  The  license  number. 

(5)  The  date  of  issuance. 

(b)  Product  license.  The  product  li- 
cense form  shall  be  prescribed  by  the 
Surgeon  General  and  shall  include: 

{ 1 )  The  name  and  address  of  the  man- 
ufacturer. 

(2)  The  name  and  address  of  the  es- 
tablishment. 

(3)  The  name  and  address  of  each  lo- 
cation at  which  the  product  is  manufac- 
tured. 

^A)  The  license  number  of  the  estab- 
lishment. 

(5)  The  proper  name  of  the  product, 
with  additional  specifications,  if  any, 
which  may  be  approved  or  required  for 
additional  labeling  purposes. 

§  73.7    Changes  to  be  reported. 

Important  changes  in  location,  equip- 
ment, management  and  responsible  per- 
sonnel, or  in  manufacturing  methods 
and  labeling  of  any  licensed  product  or 
of  any  product  for  which  an  application 
for  a  license  is  pending  shall  be  imme- 
diately reported  to  the  Director,  Division 
of  Biologies  Standards,  by  any  estab- 
lishment holding  a  license,  and,  unless 
in  case  of  an  emergency,  not  less  than  30 
days  in  advance  of  the  time  such  changes 
are  made;  failure  to  make  such  report 
shall  constitute  a  ground  for  summary 
suspension  of  a  license  pending  reinspec- 
tion  of  the  establishment  or  re-examina- 
tion of  the  product. 

§  73.8    Products  under  development. 

A  biological  product  or  trivalent  or- 
ganic arsenical  undergoing  development, 
but  not  yet  ready  for  a  product  license, 
may  be  shipped  or  otherwise  delivered 
from  one  State  or  possession  into  another 
State  or  possession  provided  such  ship- 
ment or  delivery  is  not  for  sale,  barter 
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or  exchange  and  is  in  accordance  with 
section  505  of  the  Federal  Pood,  Drug, 
and  Cosmetic  Act,  as  amended,  and  the 
regulations  thereunder. 

§  73.9    Issuance,  revocation  or  suspen- 
sion. 

A  license  shall  be  issued  by  the  Secre- 
tary upon  the  recommendation  of  the 
Surgeon  General  and  upon  the  deter- 
mination by  the  Surgeon  General  that 
the  establishment  or  the  product,  as  the 
case  may  be,  meets  the  standards  estab- 
lished by  the  regulations  in  this  part  as 
herein  prescribed  or  hereafter  amended. 
Licenses  shall  be  valid  until  suspended 
or  revoked.  An  establishment  or  product 
license  shall  be  revoked  upon  application 
of  the  manufacturer  giving  notice  of  in- 
tention to  discontinue  the  manufacture 
of  all  products  or  of  intention  to  discon- 
tinue the  manufacture  of  a  particular 
product  for  which  a  license  is  held.  The 
Surgeon  General  shall  recommend  to  the 
Secretary  that  a  license  be  suspended  or 
revoked  whenever  he  finds,  after  notice 
and  opportunity  for  hearing,  that  the 
establishment  or  any  location  thereof,  or 
the  product  for  which  the  license  has 
been  issued,  fails  to  conform  to  the 
standards  in  the  regulations  in  this  part, 
as  herein  prescribed  or  as  hereafter 
amended,  designed  to  insure  the  con- 
tinued safety,  purity  and  potency  of  the 
manufactured  product.  In  case  of  sus- 
pension, if  the  faulty  condition  is  not 
corrected  within  60  days  or  within  such 
other  period  as  may  be  specified  in  the 
notice  of  suspension,  he  shall  recommend 
that  the  license  be  revoked.  Except  as 
provided  in  §  73.11,  prior  to  the  insti- 
tution of  prbceedings  looking  to  the 
suspension  or  revocation  of  a  license  the 
licensee  shall  be  advised  in  writing  of 
the  facts  or  conduct  which  may  warrant 
such  action  and  shall  be  accorded  op- 
portunity within  a  reasonable  period  pre- 
scribed by  the  Surgeon  General  to 
demonstrate  or  achieve  compliance  with 
the  regulations  in  this  part. 

§  73.10    Licenses  heretofore  issued. 

Any  license  heretofore  issued  and  in 
effect  upon  the  effective  date  of  the  regu- 
lations in  this  part  shall  remain  in  effect 


unless;  and  until  superseded  by  a  new 
license,  or  suspended  or  revoked,  pur- 
suant to  the  regulations  in  this  part. 

§  73.11     Summary  suspension. 

Whenever  the  Surgeon  General  has 
reasonable  ground  to  believe  that  an 
establishment  or  product  for  which  a  li- 
cense has  been  issued  fails  to  conform  to 
the  standards  prescribed  in  the  regula- 
tions in  this  part,  and  that  by  reason  of 
such  failure  and  of  failure  of  the  manu- 
facturer to  take  prompt  corrective 
measures  on  notice  thereof,  the  distribu- 
tion or  sale  of  a  licensed  product  would 
constitute  a  danger  to  health,  or  that 
the  establishment  and  manufacturing 
methods  have  been  so  changed  as  to 
require  in  order  to  protect  the  public 
health  a  new  showing  that  the  establish- 
ment or  product  meets  the  standarSs 
prescribed  in  the  regulations  in  this  part, 
he  may  recommend  to  the  Secretary  that 
the  license  for  the  establishment  or  the 
product  be  summarily  suspended  and  the 
manufacturer  be  required  (a)  to  notify 
the  selling  agents  and  distributors  to 
whom  such  product  or  products  have 
been  delivered  of  such  suspension,  (b) 
to  furnish  complete  records  of  such  de- 
liveries and  notice  of  suspension,  and  (c) 
to  show  cause  within  60  days  or  such 
other  period  as  may  be  specified  in  the 
order  why  the  license  should  not  be 
revoked. 

§  73.12    Review  Board. 

When  deemed  advisable  by  the  Sur- 
geon General,  in  matters  involving  the 
safety,  purity  and  potency  of  licensed 
products  or  products  for  which  an  appli- 
cation for  license  is  pending,  the  reports 
of  inspection  and  laboratory  examina- 
tions, together  with  any  pertinent  data 
the  establishment  may  submit,  shall  be 
passed  upon  by  a  special  board  of  three 
officers  appointed  by  the  Surgeon  Gen- 
eral for  that  purpose.  The  board  shall 
report  its  findings  to  the  Surgeon  Gen- 
eral who  will  forward  its  report,  to- 
gether with  his  findings  and  recom- 
mendations, to  the  Secretary. 
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§  73.13     Opportunity  for  hearing. 

Any  manufacturer  whose  application 
for  a  license  has  been  denied,  or  whose 
establishment  or  product  license  has 
been  summarily  suspended,  without  prior 
opportimity  for  hearing,  may  appeal 
from  such  denial  or  suspension  and  shall 
be  entitled  to  a  hearing  thereon  before  a 
review  body  constituted  as  provided  in 
§  73.12.  The  Surgeon  General,  upon  re- 
view of  the  record,  may  affirm,  reverse, 
or  modify  the  findings  of  the  review 
board,  or  may  direct  the  taking  of  further 
testimony,  and  shall  forward  his  deter- 
minations and  recommendations  to  the 
Secretary. 

§  73.14  Suspension  and  revocation: 
publication. 

Notice  of  suspension  or  revocation  of 
license,  with  statement  of  cause  therefor, 
may  be  published  by  the  Secretary. 

§  73.15    Licenses;  reissuance. 

(a)  Compliance  with  standards.  An 
establishment  or  product  license,  pre- 
viously suspended  or  revoked,  whether 
upon  application,  or  for  failure  to  com- 
ply with  standards  or  changes  in  stand- 
ards prescribed  in  the  regulations  in  this 
part,  may  be  reissued  or  reinstated  upon 
a  showing  of  compliance  with  required 
standards  and  upon  such  inspection  and 
examination  as  may  be  considered  neces- 
sary by  the  Director  of  the  Division  of 
Biologies  Standards. 

(b)  Exclusion  of  noflcomplying  loca- 
tion. An  establishment  or  product  li- 
cense, excluding  a  location  or  locations 
that  fail  to  comply  with  prescribed 
standards,  may  be  issued  without  fur- 
ther application  and  concurrently  with 
the  suspension  or  revocation  of  the  li- 
cense for  noncompliance  at  the  excluded 
location  or  locations. 

§  73.16  Products  in  short  supply;  ini- 
tial processing  at  other  than  licensed 
establishment. 

Licenses  issued  to  a  manufactvu-er  for 
an  establishment  shall  authorize  persons 
other  than  such  manufacturer  to  con- 
duct at  places  other  than  such  establish- 
ment the  initial,  and  partial  processing 
of  a  product  for  shipment  solely  to  such 


manufacturer  only  to  the  extent  that  the 
names  of  such  persons  and  places  are. 
registered  with  the  Surgeon  General  and 
he  finds,  upon  application  of  such  manu- 
fa<2turer,  that  (a)  the  product  is  in  short 
supply  due  either  to  the  peculiar  growth 
requirements  of  the  organism  involved 
or  to  the  scarcity  of  the  animal  required 
for  manufacturing  purposes,  and  (b) 
such  manufacturer  has  established  with 
respect  to  such  persons  and  places  such 
procedures,  inspections,  tests  or  other 
arrangements  as  will  assure  full  com- 
pliance with  the  applicable  regulations 
of  this  part  related  to  continued  safety, 
purity  and  potency.  Such  persons  and 
places  shall  be  subject  to  all  regulations 
of  this  part  except  §§  73.2  to  73.15,  73.20 
to  73.24,  and  73.50  to  73.55,  Failure  of 
such  manufacturer  to  maintain  such 
procedures,  inspections,  tests  or  other 
arrangements,  or  failure  of  any  person 
conducting  such  processing  to  comply 
with  applicable  regulations  shall  con- 
stitute a  ground  for  summary  suspen- 
sion or  revocation  of  the  authority  con- 
ferred pursuant  to  this  section  on  the 
same  basis  as  provided  in  §§  73.11,  73.13 
and  73.14  with  respect  to  the  summary 
suspension  and  the  revocation  of  Licenses. 

Foreign  Establishments  and  Products 

§  73.20    Licenses  required;  products  for 
controlled  investigation  only. 

Any  biological  or  trivalent  organic  ar- 
senical manufactured  in  any  foreign 
country  and  intended  for  sale,  barter  or 
exhange  shall  be  refused  entry  by  collec- 
tors of  customs  unless  manufactured  in 
an  establishment  holding  an  unsus- 
pended  and  unrevoked  establishment 
license  and  license  for  the  product.  Un- 
licensed products  which  are  not  imported 
for  sale,  barter  or  exchange  and  which 
are  intended  solely  for  purposes  of  con- 
trolled investigation  are  admissible  only 
if  in  accord  with  section  505  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act,  as 
amended,  and  the  regulations  thereunder. 

§  73.21  Procedure. 

Except  as  otherwise  provided  in  this 
part,  licenses  for  foreign  establishments 
and  products  shall  be  issued,  suspended 
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or  revoked  in  the  same  manner  as  li- 
censes for  domestic  establishments  and 
products,  Eacli  foreign  establishment 
holding  a  license  and  consigning  any  li- 
censed biological  product  or  trivalent  or- 
ganic arsenical  into  any  State  or 
possession  shall  be  required  to  file  with 
the  Surgeon  General  the  name  and 
address  of  any  representative  or  repre- 
sentatives authorized  by  the  establish- 
ment to  distribute  the  product  and  such 
representative  or  representatives  shall 
keep  such  records  of  such  distribution  as 
are  required  of  domestic  licensed  estab- 
lishments, and  failure  to  maintain  such 
records  shall  constitute  ground  for  revo- 
cation- of  license. 

§  73.22    Form  of  license. 

Licenses  for  establishments  located  in 
foreign  countries  shall  be  in  form  similar 
to  that  for  domestic  establishments  ex- 
cept that  they  shall  authorize  manu- 
facture for  sending,  carrying,  or  bringing 
for  sale,  barter  or  exchange  from  the 
foreign  country  designated  in  the  license 
Into  any  State  or  possession  of  the  United 
States  and  shall  specify  that  it  is  issued 
upon  the  condition  that  the  licensee 
will  permit  the  inspection  during  all 
reasonable  hours  of  the  establishment  by 
any  officer,  agent,  or  employee  of  the 
Department  of  Health,  Education,  and 
Welfare  authorized  by  the  Secretary  of 
the  Department  of  Health,  Education, 
and  Welfare  for  such  purpose. 
§  73.23  Smallpox  vaccine;  importation 
prohibited. 

The  importation  of  smallpox  vaccine 
into  any  State  or  possession  from  any 
foreign  country  is  prohibited  except  that 
smallpox  vaccine  may  be  sent  from  any 
foreign  country,  on  containers  indicating 
plainly  the  limited  purpose  intended,  to 
the  Director,  Division  of  Biologies  Stand- 
ards, for  test  or  research  purposes  or  for 
vaccine  manufacture. 

§  73.24    Samples  to  accompany  each  im- 
portation. 

Each  foreign  importation  of  a  biologi- 
cal product  or  trivalent  organic  arsenical 
from  a  licensed  establishment,  whether 
or  not  intended  for  investigational  use 


only,  shall  be  accompanied  by  at  least 
two  final  containers  of  each  lot  of  any 
biological  product  and  by  at  least  15  final 
containers  of  each  lot  of  any  trivalent 
organic  arsenical  contained  in  the  ship- 
ment. Such  samples  shall  be  forwarded 
by  the  Collector  of  Customs  atthe  port  of 
entry  to  the  Director,  Division  of  Bio- 
logics  Standards,  for  examination.  If 
separate  samples  are  not  found  accom- 
panying the  shipment,  samples  shall  be 
obtained  from  the  shipment  by  the  Col- 
lector of  Customs  and  forwarded  to  the 
Director,  Division  of  Biologies  Standards. 

(Sec.  801,  52  Stat.  1058,  as  amended;  21 
U.S.C.  381) 

ESTABLISHMENT  INSPECTION 

§  73.30  Inspectors. 

Inspections  shall  be  made  by  an  officer 
of  the  Public  Health  Service  having 
special  knowledge  of  the  methods  used 
in  the  manufacture  and  control  of 
products  and  designated  for  such  pur- 
pose by  the  Surgeon  General  or  by  any 
officer,  agent,  or  employee  of  the  De- 
partment of  Health,  Education,  and  Wel- 
fare specifically  designated  for  such 
purpose  by  the  Secretary. 

§  73.31    Time  of  inspection. 

The  inspection  of  an  establishment 
for  which  a  license  is  pending  need  not 
be  made  until  the  establishment  is  in 
operation  and  is  manufacturing  the  com- 
plete product  for  which  a  product  license 
is  desired.  In  case  the  license  is  denied 
following  inspection  for  the  original 
license,  no  reinspection  need  be  made 
until  assurance  has  been  received  that 
the  faulty  conditions  which  were  the 
basis  of  the  denial  have  been  corrected. 
An  inspection  of  each  licensed  establish- 
ment shall  be  made  at  least  once  each 
year.  Inspections  may  be  made  with  or 
without  notice,  and  shall  be  made  during 
regular  business  hours  unless  otherwise 
directed. 

§  73.32    Duties  of  inspector. 

The  inspector  shall : 

(a)  Call  upon  the  active  head  of  the 
establishment,  stating  the  object  of  his 
visit, 

(b)  Interrogate  the  proprietor  or  other 


PHS  Manual  Laws  and  Regulations 

11 


T.N.  78 


Sec.    7  3.  32(  c) 


PHS  REGULATIONS 


HE*  -PHS-SG 


personnel  of  the  establishment  as  he  may 
deem  necessary, 

(c)  Examine  the  details  of  location, 
construction,  equipment  and  mainte- 
ng,nce,  including  stables,  barns,  ware- 
houses, manufacturing  ,  laboratories, 
bleeding  clinics  maintained  for  the  col- 
lection of  hAmian  blood,  shipping  rooms, 
record  rooms,  and  any  other  structure  or 
appliance  used  in  any  part  of  the  manu- 
facture of  a  product, 

(d)  Investigate  as  fully  as  he  deems 
necessary  the  methods  of  propagation, 
processing,  testing,  storing,  dispensing, 
recording,  or  other  details  of  manufac- 
ture and  distribution  of  each  licensed 
product,  or  product  for  which  a  license 
has  been  requested,  including  obser- 
vation of  these  processes  in  actual 
operation, 

(e)  Obtain  and  cause  to  be  sent  to  the 
Director,  Division  of  Biologies  Standards, 
adequate  samples  for  the  examination  of 
any  product  or  ingredient  used  in  its 
manufacture, 

(f )  Bring  to  the  attention  of  the  man- 
ufactiu"er  any  fault  observed  in  the 
course  of  inspection  in  location,  con- 
struction, manufacturing  methods,  or 
administration  of,  a  licensed  establish- 
ment which  might  lead  to  impairment 
of  a  product, 

(g)  Inspect  and  copy,  as  circumstances 
may  require,  any  records  required  to  be 
kept  pursuant  to  §  73.36, 

(h)  Certify  as  to  the  conditiwi  of  the 
establishment  and  of  the  manufacturing 
methods  followed  and  makes  .recommen- 
dations as  to  actiQn  deemed  appropriate 
with  respect  to  any  application  for 
license  or  any  license  previously  issued. 

Establishment  Standards 

§  73.35    Responsible  head. 

A  responsible  person  shall  be  in  per- 
manent and  full  control  of  the  estab- 
lishment in  all  matters  relating  to  the 
manufacture  of  products.  A  responsible 
person  is  one  who  has  been  trained  in 
the  manufacturing  techniques  employed 
and  the  fundamental  scientific  facts 
upon  which  the  manufacture  of  products 
rests,  who  is  capable  of  enforcing  disci- 
pline among  the  employees  imder  his 


supervision,  and  to  whom  sufBcient  au^ 
thority  has  been  delegated  for  such 
piu-pose. 

§  73.36    Records,  samples,  cultures. 

(a)  Manufacturing  and  distribution 
records.  Records  shall  be  made,  don- 
currently  with  the  performance,  of  the 
various  steps  in  the  manufacture,  dis- 
position, and  distribution  of  each  lot, 
so  that  at  any  time  these  steps  as  regards 
any  lot  number  may  be  traced  by  an 
inspector.  The  records  shall  be  re- 
tained, for  such  interval  beyond  the 
expiration  date  as  is  considered  neces- 
sary for  the  individual  product  to  permit 
the  return  of  any  clinical  report  of  im- 
favorable  reactions.  This  interval  will 
vary  with  the  type  of  product  and  its  geo- 
graphic distribution.  A  minimima  of  6 
months  after  the  expiration  date  with  5 
years  as  the  extreme  interval  imder  all 
circumstances  is  considered  adequate. 
Records  of  distribution  of  each  lot  shall 
in  any  event  be  kept  as  long  as  the  lot 
remains  the  property  of  the  licensed 
manufacturer. 

(b)  Records  of  recall.  Complete  rec- 
ords shall  be  maintained  pertaining  to 
the  recall  from  distribution  of  any  prod- 
uct upon  notification  from  the  Director, 
Division  of  Biologies  Standards,  of  fail- 
ure to  conform  with  the  standards  pre- 
scribed in  the  regulations  in  this  part, 
deterioration  of  the  product  or  any 
other  factor  by  reason  of  which  the  dis- 
tribution of  the  product  would  consti- 
tute a  danger  to  health. 

(c)  Sterilization  records.  Records  in- 
cluding the  date,  duration,  and  tempera- 
ture of  each  sterilization  shall  be  made 
by  means  of  automatic  registering  de- 
Adces  or  under  a  system  of  recording 
which  gives  reasonable  assurance  of  the 
accuracy  and  reliability  of  the  record. 

(d)  Animal  necropsy  records.  A  ne- 
cropsy record  shall  be  kept  on  each  ani- 
mal from  which  a  product  has  been 
obtained  and  which  dies  or  is  killed 
because  of  disease  while  employed  in 
the  manufacture  of  a  product. 

(e)  Retention  of  reference  samples. 
Reference  samples  from  each  lot  shall 
be  retained  by  the  manufacturer  until 
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the  entire  lot  has  become  outdated  and 
for  6  months  thereafter.  Exceptions 
may  be  authorized  by  the  Director,  Divi- 
sion of  Biologies  Standards,  when  the  lot 
yields  relatively  few  final  containers  and 
when  such  lots  are  manufactured  by  the 
same  method  in  large  niunbers  and  in 
close  succession. 

(f)  Cultures.  Cultures  and  other 
materials  while  used  in  the  manufacture 
of  licensed  products  shall  be  labeled  and 
preserved  in  a  safe  and  orderly  manner. 

(g)  Records  in  case  of  divided  manu- 
facturing responsibility.  If  two  or  more 
establishments  participate  in  the  manu- 
facture of  a  product,  the  records  of  both 
establishments  must  show  plainly  the 
degree  of  responsibility  of  each  in  the 
manufacturing  process. 

§  73.37    Physical    establishment;  con- 
struction, equipment  and  care. 

(a)  Work  with  spore-bearing  organ- 
isms. All  work  with  spore-bearing 
microorganisms  shall  be  carried  out  in 
(1)  an  entirely  separate  building  with  its 
own  entrance,  or  (2)  a  portion  of  a 
building  used  for  the  manufacture  of 
other  products  constructed  in  such  a 
manner  as  to  be  completely  walled-off 
so  that  admission  to  the  special  unit  may 
be  gained  only  through  an  entrance  in- 
dependent of  the  remainder  of  the  build- 
ing. All  containers  used  shall  be  per- 
manently marked  so  as  to  avoid  the 
possibility  of  contamination  of  products. 

(b)  Work  of  a  diagnostic  nature. 
Laboratory  procedures  of  a  clinical  diag- 
nostic nature  involving  possibly  con- 
taminated materials  shall  be  in  space  set 
apart  from  that  used  for  the  manufac- 
ture of  licensed  products,  except  that 
manufacturing  space  which  is  used  only 
occasionally  may  be  used  for  diagnostic 
work  provided  spore-bearing  pathogenic 
micro-organisms  are  not  involved  and 
provided  the  space  is  thoroughly  cleaned 
before  manufacturing  is  resumed. 

(c)  Laboratory  and  bleeding  rooms. 
Laboratory  rooms  for  the  manufacture  of 
licensed  products,  including  the  bleeding 
rooms  and  other  places  where  cleanli- 
ness is  essential,  shall  be  efBciently 
screened  and  kept  free  of  flies  and  other 
insects  or  vermin.  Building  construc- 
tion shall  be  such  as  to  insure  freedom 


from  dust,  smoke  and  deleterious  or 
obnoxious  odors  in  the  laboratory  and 
bleeding  rooms  and  such  as  to  permit 
thorough  cleaning  and,  when  necessary, 
chemical  disinfection  of  bleeding  rooms 
and  rooms  for  smallpox  vaccine  animals. 

(d)  Stables.  Stables  shall  be  well 
lighted  and  well  ventilated,  and  the 
floors  shall  be  so  constructed  and  cared 
for  as  to  insure  cleanliness. 

(e)  Sterilization.  Sterilization  equip- 
ment and  methods  used  shall  be  such  as 
to  insure  the  complete  destruction  of 
contaminating,  living  organisms,  includ- 
ing living  spores.  The  containers,  filling 
apparatus,  and  other  pieces  of  apparatus 
or  materials  which  may  come  in  contact 
with  biological  products  during  manufac- 
ture shall  be  scrupulously  clean.  Such 
equipment  shall  be  absolutely  sterile  un- 
less the  product  is  protected  by  subse- 
quent sterilizing  treatment. 

(f )  Containers  used  in  manufacturing. 
All  containers  used  in  the  manufacture 
of  biological  products  shall  be  of  such 
construction  as  will  readily  permit  in- 
spection for  cleanliness. 

(g)  Hot  water  available.  Hot  water 
shall  be  provided  in  bleeding  rooms  and 
stables  for  smallpox  vaccine  animals. 

(h)  Disposal  of  manure.  No  manure 
shall  be  stored  as  to  permit  the  breed- 
ing of  flies  on  the  premises  nor  shall  the 
establishment  be  located  in  close  prox- 
imity to  off-property  manure  storage 
capable  of  engendering  fly  breeding. 

(i)  Isolation  of  hog  cholera  manufac- 
turing. All  personnel,  animals  and 
equipment  used  in  the  manufacture  of 
hog  cholera  serum  shall  be  kept  entirely 
separate  from  personnel,  animals,  and 
materials  used  in  the  manufacture  of 
biological  products  for  human  use. 

§  73.38    Animals  used  in  manufacturing. 

(a)  Quarantine  and  care.  Animals 
used  in  the  manufacture  of  biological 
products  shall  be  kept  under  competent 
daily  inspection  and  preliminary  quar- 
antine for  a  period  of  at  least  7  days  be- 
fore use.  Only  healthy  animals  free 
from  communicable  disease  shall  be  used 
for  manufacturing  purposes  and  at  all 
times  shall  be  adequately  housed,  fed,  and 
humanely  treated.  Particular  care  shall 
be  taken  during  the  quarantine  period  to 
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eliminate  those  animals  of  the  equine 
genus  whic^i  may  be  infected  with  glan- 
ders, and  those  of  the  bovine  genus  which 
may  be  infected  with  tuberculosis. 

(b)  Immunization  against  tetanus. 
All  horses  used  in  the  manufacture  of  bi- 
ological products,  except  those  which  are 
imder  active  immunization  for  the  manu- 
facture of  tetanus  antitoxin,  shall  re- 
ceive injections  of  tetanus  toxoid  in  such 
amounts  and  at  such  intervals  as  expe- 
rience has  shown  adequate  to  insure  im- 
munity to  tetanus. 

(c)  Disposal  of  used  animals.  No  ani- 
mal used  for  the  manufacturing  of  prod- 
ucts shall  be  removed  from  the  premises 
while  it  is  capable  of  transmitting  dis- 
ease. An  animal  which  is  unsuitable  be- 
cause of  its  physical  condition  for  the 
manufacturing  of  a  product  shall  not  be 
removed  from  the  premises  alive  except 
for  the  purpose  of  being  utilized  for 
animal  by-products.  No  animal  shall  be 
allowed  to  continue  to  live  unnecessarily 
when  to  do  so  would  be  an  inhumane  act. 

(d)  Reporting  of  certain  diseases  re- 
quired. In  case  of  actual  or  suspected 
infection  with  foot  and  mouth  disease, 
glanders,  tetanus,  anthrax,  gas  gan- 
grene, equine  infectious  anemia,  or 
equine  encephalomyelitis  among  animals 
intended  for  use  or  used  for  the  manu- 
facture of  biological  products,  the  manu- 
facturer shall  immediately  notify  the 
Director,  Division  of  Biologies  Standards. 

(e)  Smallpox  vaccine  production  ani- 
mals. Animals  used  in  the  manufacture 
of  smallpox  vaccine  shall  be  thoroughly 
cleaned  with  soap  and  water  at  the  be- 
ginning of  the  quarantine  and  at  its  con- 
clusion. No  area  of  the  animal  shall  be 
vaccinated  which  is  liable  to  be  contami- 
nated by  feces. 

(f )  Treatment  of  vaccinated  animals. 
Preliminary  to  taking  smallpox  vaccine 
material  from  vaccinated  animals,  such 
animals  shall  be  killed  or  rendered  in- 
sensible to  pain. 

(g)  Restriction  on  attendants.  Per- 
sonnel while  caring  for  smallpox  vaccine 
animals  shall  be  excluded  from  horse 
stables  and  paddocks  and  from  contact 
with  horses. 


Standards  for  Products:  Labels 
§  73.50    Container  labels. 

(a)  The  following  items  shall  appear 
on  the  label  affixed  to  each  container  of 
a  product  capable  of  bearing  a  full  label: 

(1)  The  proper  name  of  the  product; 

(2)  Name,  address,  and  license  nima- 
ber  of  manufacturer; 

(3)  Lot  number; 

(4)  The  expiration  date. 

(b)  If  the  final  container  is  capable  of 
bearing  only  a  partial  label,  the  final 
container  shall  show  as  a  minimum  the 
name  (expressed  either  as  the  proper  or 
common  name) ,  the  lot  number,  and  the 
name  of  the  manufacturer  and,  if  the 
final  container  is  incapable  of  bearing 
any  label,  the  items  shall  appear  only  on 
the  outside  label. 

(c)  If  the  final  container  is  a  multiple 
dose  container,  the  container  label  must 
indicate  the  recommended  dose.  When 
the  label  has  been  affixed  to  the  container 
a  sufficient  area  of  the  container  must 
remain  imcovered  for  its  full  length  or 
circumference  to  permit  inspection  of 
the  contents. 

§  73.51    Proper  name  on  outside  label. 

The  proper  name  in  the  form  desig- 
nated in  the  product  license  for  such 
purpose  must  appear  upon  the  outside 
label  in  legible  type  and  shall  be  given 
precedence  in  position  and  prominence 
over  any  trade-mark  or  trade  name  used: 

(a)  The  "outside  label"  is  the  label  of 
the  carton  enclosing  one  or  more  final 
containers,  except  that  if  no  such  carton 
is  used  the  label  of  the  individual  final 
container  is  regarded  as  the  outside  label. 

(b)  "Legible  type"  includes  only  type 
of  a  size  and  character  which  can  be  read 
with  ease  when  held  in  a  good  light  and 
with  normal  vision. 

(c)  "Precedence  in  position"  of  the 
proper  name  will  have  been  observed  if 
it  is  placed  above  any  trade-mark  or 
trade  name  and  provided  it  is  symmetri- 
cally arranged  with  respect  to  other 
printing  on  the  label. 

(d)  "Precedence  in  prominence"  of  the 
proper  name  will  have  been  observed  if 
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the  style  of  type  is  of  the  same  or  greater 
point  size  and  of  equal  face,  or  heavier, 
than  that  used  in  printing  the  trade- 
mark or  trade  name,  and  if  the  contrast 
in  color  value  between  the  proper  name 
and  the  background  is  not  less  than  that 
between  the  trade-mark  or  trade  name 
and  the  background. 

§  73.52     Outside  label;  additional  items. 

The  label  affixed  to  the  outside  carton 
shall  include,  in  addition  to  the  proper 
name  and  the  items  required  on  the  label 
of  the  final  container,  the  following : 

(a)  The  preservative  used  and  its  con- 
centration, 

(b)  The  volume  of  the  contents,  if  a 
liquid,  or  the  weight,  if  a  solid,  and  the 
potency  or  dosage  if  more  than  one 
strength  is  dispensed, 

(c)  The  recommended  storage  tem- 
perature, 

(d)  The  words  "Shake  Well,"  or  equiv- 
alent, when  indicated  by  the  character 
of  the  product, 

(e)  The  dose  and  route  of  adminis- 
istration  recommended  or  reference  to 
such  directions  in  an  enclosed  circular, 

(f)  The  source  of  the  product  when  a 
factor  in  safe  administration, 

(g)  Minimum  potency  of  product  ex- 
pressed in  terms  of  official  standard  of 
potency  or,  if  potency  is  a  factor  and 
no  standard  of  potency  has  been  pre- 
scribed, the  words  "No  U.S.  standard  of 
potency." 

§  73.53    Divided  manufacturing  respon- 
sibility to  be  shown. 

If  two  or  more  establishments  partici- 
pate in  the  manufacturing  process,  the 
name,  address,  and  license  number  of 
each  must  appear  on  the  label  of  the  final 
container,  if  capable  of  bearing  a  full 
label,  and  on  the  outside  label. 

§  73.54    Name  of  selling  agent  or  dis- 
tributor. 

The  name  and  address  of  the  selling 
agent  or  distributor  of  a  product  may 
appear  on  the  label  imder  the  designa- 
tion of  "selling  agent"  or  "distributor" 
provided  that  the  name  and  address  of 
the  manufacturer  is  given  precedence  in 
prominence. 


§  73.55    Products  for  export. 

Labels  on  packages  or  containers  of 
products  for  export  may  be  adapted  to 
meet  specific  requirements  of  the  regu- 
lations of  the  country  to  which  the  prod- 
uct is  to  be  exported  provided  that  in 
all  such  cases  the  minimum  label  re- 
quirements prescribed  in  §  73.50  are 
observed. 

Standards  for  Products:  General 

§  73.70    Tests  prior  to  release  required 
for  each  lot. 

No  lot  of  any  licensed  product  shall  be 
released  by  the  manufacturer  prior  to  the 
completion  of  tests  for  conformity  with 
standards  applicable  to  such  product. 
Each  applicable  test  shall  be  made  on 
each  lot  after  completion  of  all  processes 
of  manufacture  which  may  affect  compli- 
ance with  the  standard  to  which  the  test 
applies. 

§  73.71  Potency. 

Tests  for  potency  shall  consist  of  either 
in  vitro  or  in  vivo  tests,  or  both,  which 
have  been  specifically  designed  for  each 
product  so  as  to  indicate  its  potency  in 
a  maimer  adequate  to  satisfy  the  inter- 
pretation of  potency  given  by  the  defini- 
tion in  §  73.1(s). 

§  73.72    Identity  and  safety. 

(a)  The  contents  of  a  final  container  of 
each  filling  of  each  lot  shall  be  tested  for 
identity  and  for  safety  either  after  the 
labels  have  been  affixed  to  the  final  con- 
tainer or  affixed,  both  outside  and  inside, 
to  the  multiple  container  storage  recep- 
tacle just  prior  to  its  sealing  for  storage 
purposes,  except  that  exceptions  to  this 
procedure  may  be  authorized  by  the  Di- 
rector, Division  of  Biologies  Standards, 
to  apply  when  the  volume  of  the  final 
container  is  very  large  and  when  more 
than  one  lot  is  processed  each  day. 

(b)  The  identity  test  shall  he  specific 
for  each  product  in  a  manner  which  will 
adequately  identify  it  and  distinguish  it 
from  any  other  product  being  processed 
in  the  same  laboratory.  In  general, 
identity  may  be  established  either 
through  the  physical  or  chemical  char- 
acteristics of  the  product,  inspection  by 
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macroscopic  or  niicmscopic  methods, 
specific  cultural  tests,  or  in  vitro  or  in 
vivo  immunological  tests. 

(c)  In  general,  the  safety  test  shall 
consist  of  the  parenteral  injection  of  the 
maximum  volume  tolerated,  but  not 
more  than  0.5  ml.  into  mice  weighing  ap- 
proximately 20  grams  each  and  5.0  ml. 
Into  guinea  pigs  weighing  approximately 
350  grams  each.  When  the  injections 
are  made  Into  at  least  two  animals  of 
each  species,  there  shall  result  neither 
significant  symptoms  nor  death  during 
an  observation  period  of  not  less  than  7 
days.  Variations  from  this  test,  either 
in  the  volume  injected  or  in  the  species 
of  test  animal  used  shall  be  made  when- 
ever required  because  of  the  human  dose 
level  demanded  of  the  product  or  because 
of  any  individual  demands  of  the  product 
Itself. 

§  73.73  Sterility.-^ 

Except  as  provided  in  paragraph  (f), 
the  sterility  of  each  lot  of  each  product 
shall  be  demonstrated  by  the  perform- 
ance of  the  tests  prescribed  in  para- 
graphs (a)  and  (b)  of  this  section  for 
both  bulk  and  final  container  material. 
Bulk  material  shall  be  tested  separately 
from  final  container  material  and  mate- 
rial from  each  final  container  shall  be 
tested  in  individual  test  vessels. 

(a)  The  test — (1)  Using  Fluid  Thio- 
glycollate  Medium.  The  volume  of  prod- 
uct, as  required  by  paragraph  (d)  of 
this  section  (hereinafter  referred  to  also 
as  the  "inoculum") ,  from  samples  of  both 
bulk  and  final  container  material,  shall 
be  inoculated  into  test  vessels  of  Fluid 
Thioglycollate  Medium.  The  inoculum 
and  medium  shall  be  mixed  thoroughly 
and  incubated  at  a  temperature  of  30" 
to  32°  C.  for  a  test  period  of  no  less  than 
seven  days  and  examined  visually  for 
evidence  of  growth  on  the  third,  fourth 
or  fifth  day  and  on  the  seventh  or  eighth 
day.  If  incubation  is  continued  beyond 
eight  days,  an  additional  examination 
shall  be  made  on  the  last  day  of  the 
test  period.  If  the  inoculum  renders 
the  medium  turbid  so  that  the  absence 
of  growth  cannot  be  determined  reliably 
by  visual  examiriation,  portions  of  this 
tmbid  medium  in  amounts  of  no  less 


than  1.0  ml.  shall  be  transferred  on  the 
third,  fourth  or  fifth  day  of  incubation, 
from  each  of  the  test  vessels  and  inocu- 
lated into  additional  vessels  of  medium. 
The  material  in  the  additional  vessels 
shall  be  incubated  at  a  temperature  of 
30°  to  32°  C.  for  no  less  than  seven  days. 
Notwithstanding  such  transfer  of  mate- 
rial, examination  of  the  original  vessels 
shall  b^  continued  as  prescribed  above. 
The  additional  test  vessels  shall  be  ex- 
amined visually  for  evidence  of  growth 
on  the  third,  fourth  or  fifth  day  of  incu- 
bation and  on  the  seventh  or  eighth  day 
and  if  incubation  is  continued  beyond 
a  period  of  eight  days,  an  additional 
examination  shall  be  made  on  the  last 
day  of  the  incubation  period.  If  growth 
appears,  repeat  tests  may  be  performed 
as  prescribed  in  paragraph  (b)  of  this 
section  and  interpreted  as  specified  in 
paragraph  (c)  of  this  section. 

(2)  Using  Fluid  Sabouraud  Medium. 
Except  for  dried  products,  a  test  for  fungi 
and  yeast  shall  be  made  on  final  con- 
tainer material,  following  the  procedures 
prescribed  in  subparagraph  (1)  of  this 
paragraph  except  that  (i)  the  medium 
shall  be  Fluid  Sabouraud  Medium;  (ii) 
the  incubation  shall  be  at  a  temperature 
of  20°  to  25°  C. ;  (iii)  the  period  of  incu- 
bation shall  be  no  less  than  10  days  and 
an  examination  shall  be  made  on  the 
tenth  or  eleventh  day  in  lieu  of  an  ex- 
amination on  the  seventh  or  eighth  day. 

(b)  Repeat  tests — (1)  Repeat  bulk 
test.  If  growth  appears  in  the  test  of 
the  bulk  material,  the  test  may  be  re- 
peated to  rule  out  faulty  test  procedures 
by  testing  at  least  the  same  voliime  of 
material. 

(2)  First  repeat  final  container  test. 
If  growth  appears  in  any  test  (thioglycol- 
late or  Sabouraud)  of  final  container 
material,  that  test  may  be  repeated  to 
rule  out  faulty  test  procedures  by  test- 
ing material  from  a  sample  of  at  least 
the  same  nimiber  of  final  containers. 

(3)  Second  repeat  final  container  test. 
If  growth  appears  in  any  first  repeat 
final  container  test  (thioglycollate  or 
Sabouraud),  that  test  may  be  repeated 
provided  there  was  no  evidence  of  growth 
in  any  test  of  the  bulk  material  and  ma- 
terial from  a  sample  of  twice  the  nimiber 
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of  final  containers  used  in  the  first  test 
is  tested  by  the  same  method  used  in  the 
first  test. 

(c)  Interpretation  of  test  results t  The 
results  of  all  tests  performed  on  a  lot 
shall  be  considered  in  determining 
whether  or  not  the  lot  meets  the  require- 
ments for  sterility,  except  that  tests  may 
be  excluded  when  demonstrated  by  ade- 
quate controls  to  be  invalid.  The  lot 
meets  the  test  requirements  if  no  growth 
appears  in  the  tests  prescribed  in  para- 
graph (a)  of  this  section.  If  repeat  tests 
are  performed,  the  lot  meets  the  test  re- 
quirements if  no  growth  appears  in  the 
tests  prescribed  in  paragraph  (b)  of  this 
section. 

(d)  Test  samples  and  volumes — 
Bulk.  Each  sample  for  the  bulk  sterility 
test  shall  be  representative  of  the  bulk 
container  material  and  the  volimie  tested 
shall  be  no  less  than  10  ml.  (Note  ex- 
ception in  paragraph  (f )  (9)  of  this 
section.) 

(2)  Final  containers.  The  sample  for 
the  final  container  and  first  xepeat  final 
container  tests  shall  be  no  less  than  20 
final  containers  from  each  filling  of  each 
lot,  selected  to  represent  all  stages  of 
filling  from  the  bulk  container.  If  the 
amoimt  of  material  in  the  final  container 
is  1.0  ml.  or  less,  the  entire  contents 
shall  be  tested.  If  the  amount  of  mate- 
rial in  the  final  container  is  more  than 
1.0  ml.,  the  volume  tested  shall  be  the 
largest  single  dose  recommended  by  the 
manufacturer  or  1.0  ml.,  whichever  is 
larger,  but  no  more  than  10  ml.  of  mate- 
rial or  the  entire  contents  from  a  single 
final  container  need  be  tested.  (Note 
exceptions  in  paragraph  (f)  (6),  (7>, 
(8)  and  (9)  of  this  section.) 

(e)  Culture  medium — (1)  Formulae. 
(i)  The  formula  for  Fluid  Thioglycollate 
Medium  is  as  follows: 

Fluia  Thioglycollate  Medium 


1-cystine   0.5  gm. 

Sodixim  chloride  .  2.5  gm. 

Dextrose   (CgH^O.-HjO)  -  5.5  gm. 

Granular  agar  (less  than  15%    0.75  gm. 
moisture  by  weight) . 

Yeast  extract  (water-soluble)  5.0  gm. 

Pancreatic  digest  of  casein  15.0  gm. 

Purified  water   1,000.0  ml. 


Sodium  thioglycollate  (or  thlo-  0.5  gm. 

glycoUlc  acid — 0.3  ml.) . 

Besazurln  (0.10%  solution,  l.OmI, 

freshly  prepared) . 
Final  pH  7.1  ±0.1. 


(ii)  The  formula  for  Fluid  Sabouraud 
Medium  is  aS  follows: 

Fluid  Sabouraud  Medium 

Dextrose  ,   20  gm. 

Pancreatic  digest  of  casein   5  gm. 

Peptic  digest  of  animal  tissue   5  gm. 

Purified  water   1,000  ml. 

Pinal  pH  5.7±0.1. 

(2)  Cultmre  medium  requirements — 
(i)  Quality  and  condition  of  medium  and 
design  of  container.  The  growth  pro- 
moting qualities  and  conditions  of  the 
culture  medium,  and  the  design  of  the 
test  container,  shall  be  such  as  are  shown 
to  provide  conditions  favorable  to  aero- 
bic and  anaerobic  growth  of  microorgan- 
isms throughout  the  test  period. 

(ii)  Ratio  of  inoculum  to  culture 
medium.  The  ratio  of  the  volume  of 
the  inocuhmi  to  the  volume  of  culture 
medium  shall  be  such  as  will  dilute  the 
preservative  in  the  inoculum  to  a  level 
that  does  not  Inhibit  growth  of  contam- 
inating microorganisms.  Inhibitors  or 
ueutralizers  of  preservative  may  be  con- 
sidered in  determining  the  proper  ratio. 

(f)  Exceptions.  Bulk  and  final  con- 
tainer material  shall  be  tested  for  ste- 
rility as  described  above  in  this  section 
except  as  follows: 

(1)  Different  sterility  tests  prescribed. 
When  different  sterility  tests  are  pre- 
scribed for  a  product  in  this  part. 

(2)  Alternate  incubation  tempera- 
tures'. Two  tests  may  be  performed,  in 
all  respects  as  prescribed  in  paragraph 
(a)  (f)  of  this  section,  one  test  using  an 
incubation  temperature  of  18°  to  22°  C. 
the  other  test  using  an  incubation  tem- 
perature of  35°  to  37°  C,  in  lieu  of  per- 
forming one  test  using  an  incubation 
temperature  of  30°  to  32°  C. 

(3)  Different  tests  equal  or  superior. 
A  different  test  may  be  performed  pro- 
vided that  prior  to  the  performance  of 
such  test  a  manufacturer  submits  data 
which  the  Surgeon  General  finds  ade- 
quate to  establish  that  the  different  test 
is  equal  or  superior  to  the  tests  described 
in  paragraphs  (a)  and  (b)  of  this  section 
in  detecting  contamination  and  makes 
the  finding  a  matter  of  oflficial  record. 

(4)  Test  precluded  or  not  required. 
The  tests  prescribed  in  this  section  need 
not  be  performed  for  Whole  Blood 
(Human),   Packed   Red   Blood  Cells 
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(Human),  Single  Donor  Pl&3»iAa  (Hu- 
man) ,  Smallpox  Vaccine  and  other  sim- 
ilar products  concerning  which  the  Sur- 
geon General  finds  that  the  mode  of 
administration,  the  method  of  prepara- 
tion or  the  special  nature  of  the  product 
precludes  or  does  not  require  a  sterility 
test. 

(5)  Viscous  biological  products.  Thio- 
glycoUate  Broth  Medium  may  be  used 
in  lieu  of  Fluid  ThioglycoUate  Medium  to 
test  viscous  biological  products.  The 
formula  for  ThioglycoUate  Broth  Me- 
dium is  as  follows : 

ThioglycoUate  Broth  Medium.  Certain 
biological  products  are  turbid  or  otherwise 
do  not  lend  themselves  readily  to  cultTirlng 
In  Fluid  ThioglycoUate  Medium  because  of 
its  viscosity.  In  such  Instances,  the  follow- 
ing broth  is  acceptable  in  place  of  the  Fluid 
ThioglycoUate  Mediiun,  provided  it  Is  used 
in  Smith  fermentation  tubes  which  have 
been  heated  within  four  hours  in  a  boiling 
water  bath  or  in  free-flowing  steam  so  as  to 
drive  the  dissolved  oxygen  out  of  the  me- 
diiun in  the  closed  arm: 


1-cystine   0.5  gm. 

Sodium  chloride   2.5  gm. 

Dextrose   (CaHj^Og-H^O)   5.5  gm. 

Teast  extract  (water-soluble)   5.0  gm. 

Pancreatic  digest  of  casein   15.0  gm. 

Purified  water   1,000.0  ml. 

Sodium  thioglycollate  (or  thio-  0.5  gm. 
glycollic  acid — 0.3  ml.). 
Pinal  pH  7.1  ±0.1. 


(6)  Numbet  of  final  containers  more 
than  20,  less  than  200.  If  the  number  of 
final  containers  in  the  filling  is  more 
than  20  or  less  than  200,  the  sample 
shall  be  no  less  than  10  percent  of  the 
containers. 

(7)  Number  of  final  containers — 20  or 
less.  If  the  number  of  final  containers 
in  a  filling  is  20  or  less,  the  sample  shall 
be  two  final  containers,  or  the  sample 
need  be  no  more  than  one  final  container, 
provided  (i)  the  bulk  material  met  the 
sterility  test  requirements  and  (ii)  after 
filling,  it  is  demonstrated  by  testing  a 
simulated  sample  that  all  surfaces  to 
which  the  product  was  exposed  were  free 
of  contaminating  microorganisms.  The 
simulated  sample  shall  be  prepared  by 
rinsing  the  filling  equipment  with  sterile 
1.0  percent  peptone  solution,  pH  7.1±0.1, 
which  shall  be  discharged  into  a  final 
container  by  the  same  method  used  for 
filling  the  final  containers  with  the 
product. 


(8)  Samples — large  volume  of  product 
in  final  containers.  For  Normal  Serum 
Albumin  (Human) ,  Normal  Human  Plas- 
ma, Antihemophilic  Plasma  (Himian) 
and  Plasma  Protein  Solution  (Human), 
when  the  volimie  of  product  in  the  final 
container  is  50  ml,  or  more,  the  final 
containers  selected  as  the  test  sample 
may  contain  less  than  the  full  volume  of 
product  in  the  final  containers  of  the 
filling  from  which,  the  sample  is  taken: 
Provided.  That  the  containers  and  clo- 
sures of  the  sample  are  identical  with 
those  used  for  the  filling  to  which  the 
test  applies  and  the  sample  represents 
all  stages  of  that  filling. 

(9)  Diagnostic  products  not  fn- 
tended  for  injection.  For  diagnostic 
products  not  intended  for  injection,  (i) 
only  the  Thioglycollate  Medium  test  is 
required,  (ii)  the  volume  of  material  for 
the  bulk  test  shall  be  no  less  than  2.0  ml., 
and  (iii)  the  sample  for  the  final  con- 
tainer test  shall  be  no  less  than  three 
final  containers  if  the  total  number  filled 
is  100  or  less,  and.  if  greater,  one  addi- 
tional container  for  each  additional  50 
containers  or  fraction  thereof,  but  the 
sample  need  be  no  more  than  10 
containers. 

§  73.74  Purity. 

The  purity  of  a  product,  as  defined  in 
§  73.1(r),  includes  the  relative  freedom 
from  residual  moisture  and  pyrogenic 
substances  whenever  these  are  factors  of 
significance  in  the  safe  usewof  the  prod- 
uct. The  relative  freedom  from  residual 
moisture  shall  be  determined  by  a  pro- 
cedure which  will  accurately  measure 
the  amount  of  imcombined  water  or 
other  volatile  liquid  present  in  the  fin- 
ished product.  The  relative  freedom 
from  pyrogenic  substances  shall  be  de- 
termined by  the  intravenous  injection 
into  normal  rabbits  of  not  less  than  3,0 
ml.  per  kilo  of  body  weight,  following 
which  the  thermal  response  shall  riot 
exceed  1.1°  C.  More  rigid  requirements 
for  the  pyrogen  test  shall  be  observed 
when  the  character  of  the  product  and 
the  maimer  of  its  prophylactic  or  thera- 
peutic use  make  this  necessary  to  meet 
requirements  of  safety  as  defined  in 
§  73.1(p). 
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§  73.75    Requests  foi*  samples  and  pro- 
toeols. 

Samples  of  any  lot  of  any  licensed 
product,  together  with  the  protocols 
showing  the  results  of  applicable  tests, 
may  at  any  time  be  required  to  be  sent 
to  the  Director,  Division  of  Biologies 
Standards, 

§  73.76    Ingredients,  preservatives,  dil« 
uents. 

All  ingredients  used  in  a  licensed 
product,  and  any  diluent  provided  as 
an  aid  in  the  administration  of  the 
product  shall  meet  generally  accepted 
standards  of  purity  and  quality.  Any 
preservative  used  shall  be  sulficiently 
non-toxic  so  that  the  amount  present  in 
the  recommended  dose  of  the  product 
will  not  be  toxic  to  the  recipient,  and 
in  the  combination  used  shall  not  de- 
nature the  specific  substances  in  the 
product  below  the  minimum  acceptable 
potency  within  the  dating  period  when 
stored  at  the  recommended  temperature. 

§  73.77    Total  solids  in  serums. 

Except  as  otherwise  provided  by  regu- 
lation, no  liquid  senmi  or  antitoxin  shall 
contain  more  than  20  percent  total  solids. 

§  73.78    Permissible  combinations. 

Licensed  products  may  not  be  com- 
bined with  other  licensed  products, 
either  therapeutic,  prophylactic  or  di- 
agnostic, except  as  a  license  is  obtained 
for  the  combined  product.  Licensed 
products  may  not  be  combined  with  non- 
licensable  'therapeutic,  prophylactic,  or 
diagnostic  substances  except  as  a  license 
is  obtained  for  such  combination. 

§  73.79    Container  and  closure. 

Glass  used  in  the  container  of  a  4i- 
censed  product  intended  for  administra- 
tion by  injection  shall  be  colorless  and 
fully  transparent.  The  quality  of  the 
glass  and  of  the  closure  used  shall  be 
such  as  will  not  hasten  the  deterioration 
of  the  licensed  product  or  render  it  less 
suitable  for  the  use  intended  within  the 
dating  period. 

§  73.80    Standard  units  or  samples. 

Standard  units  or  samples  for  com- 
parison made  available  by  the  Institutes 


shall  be  applied  in  testing  for  potency  all 
forms  of  diphtheria  antitoxin,  tetanus 
antitoxin,  botulism  antitoxin  Type  A, 
botulism  antitoxin  Type  B,  perfringens 
antitoxin,  scarlet  fever  streptococcus  an- 
titoxin, vibrion  septique  antitoxin,  anti- 
pneumococcic  serum  (Types  I,  II,  V,  Vn, 
and  VIII),  dysentery  antitoxin  (Shiga), 
staphylococcus  antitoxin,  histolyticus 
antitoxin,  oedematiens  antitoxin,  and 
sordelli  antitoxin  and  other  products  for 
which  such  units  are  available. 

§  73.81     Standards  of  potency;  partic- 
ular products. 

Diphtheria  antitoxin  shall  have  a  po- 
tency of  not  less  than  500  units  per  milli- 
liter. Tetanus  antitoxin  shall  have  a 
potency  of  not  less  than  400  units  per 
milliliter.  Scarlet  fever  streptococcus 
antitoxin  shall  have  a  potency  of  not 
less  than  400  units  per  milliliter.  Anti- 
toxins dispensed  in  the  dried  state  shall 
represent  liquid  antitoxins  of  not  less 
than  these  potencies. 

§  73.82    Dating  period;  date  of  manu- 
facture. 

The  dating  period  shall  be  determined 
with  reference  to  the  date  of  manufac- 
ture which  shall  be: 

(a)  For  products  for  which  an  oflBcial 
standard  of  potency  exists  or  which  are 
subject  to  oflScial  potency  tests,  the  last 
date  of  satisfactorily  passing  a  potency 
test; 

(b)  For  products  for  which  no  official 
standard  of  potency  exists  or  which  are 
not  subject  to  official  potency  tests, 

(1)  The  date  of  removal  from  the  ani- 
mal in  case  of  animal  products; 

(2)  The  date  of  extraction  in  the  case 
of  products  used  for  specific  desensitiza- 
tion; 

(3)  The  d^te  of  solution  in  case  of 
venoms, 

(4)  The  date  of  cessation  of  gi'owth 
in  case  of  other  products,  and 

(5)  For  products  which  are  submitted 
to  the  Director,  Division  of  Biologies 
Standards,  for  approval  prior  to  release, 
the  date  of  official  release  notice. 

§  73.83    Dating  period;  products  in  cold 
storage. 

The  dating  period  may  be  determined 
with  reference  to  the  period  of  issue 
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from  cold  storage:  Provided,  That,  ex- 
cept as  may  be  otherwise  prescribed  for 
individual  products,  the  date  of  such 
issue  is  not  more  than  six  months  after 
the  date  of  manufacture  and  the  prod- 
uct is  kept  constantly  at  a  temperature 
not  exceeding  10°  C,  or  not  more  than 
1  year  after  the  date  of  manufacture  if 
the  product  is  kept  constantly  at  a  tem- 
perature not  exceeding  5°  C,  or  not  more 
than  2  years  if  the  product  is  kept  con- 
stantly at  a  temperature  not  exceeding 
0°  C. 

Additional  Standards:  Trivalent 
Organic  Arsenicals 

§  73.90    Tests  prior  to  release. 

Testis  required  to  be  made,  prior  to  the 
release  of  each  lot  of  a  licensed  product, 
shall  be  supplemented  in  the  case  of  the 
trivalent  organic  arsenicals  by  tests  for : 

(a)  Stability, 

(b)  Solubility, 

(c)  Arsenic  content, 

(d)  Moisture, 

(e)  Relative  nori- toxicity. 

§  73.91    Pre-lesling  by  Institutes;  sample 
of  each  lot. 

Prior  to  the  release  of  any  lot  of  the 
product,  the  manufacturer  shall  for- 
ward to  the  Director,  Division  of  Bio- 
logics  Standards,  no  less  than  15  am- 
poules of  the  largest  single-dose  size  in 
such  lot,  together  with  protocols  showing 
the  results  of  each  test  required  prior 
to  release. 

§  73.92    Expiration  date. 

Notification  from  the  Director,  Divi- 
sion of  Biologies  Standards,  that  lot 
samples  forwarded  in  accordance  with 
§  73.91  have  satisfactorily  passed  pre- 
scribed tests  shall  indicate  a  date  which 
may  be  taken  as  the  date  of  manufac- 
ture for  the  purpose  of  fixing  the  expira- 
tion date.  The  date  of  issue  shall  be  the 
same  as  the  date  of  manufacture. 

§  73.93    Composition  of  product. 

Solutions  or  solutions  of  mixtures  in 
the  concentrations  recommended  for 
clinical  administration  shall  be  of  such 
hydrogen  ion  value  and  tonicity  as  to  be 
physiologically  compatible  witl.  human 
blood. 


§  73.94  Container. 

The  product  shall  be  hermetically 
sealed  under  vacuum  or  under  a  dry  non- 
oxidizing  gas  in  ampoules  prepared  from 
glass  of  the  quality  prescribed  in  §  73.79. 
The  contents  of  any  final  container  shall 
not  exceed  10  maximum  human  doses. 

§  73.95    Final  container  label. 

In  addition  to  the  labeling  require- 
ments stated  in  §  73.50  the  final  con- 
tainer label  of  the  trivalent  organic 
arsenicals  shall  bear  the  statements  re- 
quired in  §  73.96  (b)  and  (c)  and  an  ad- 
ditional statement  giving  the  amount  of 
the  drug  contained  in, the  ampoule. 

§  73.96    Outside  label. 

The  outside  label,  in  addition  to  the 
complete  proper  name  and  all  other 
items  required  for  products  generally 
shall  show  conspicuously:  (a)  K  the 
product  is  dispensed  as  a  mixture  or 
solution,  the  name  of  all  admixed 
substances. 

(b)  If  the  ampoule  is  a  multiple  d6se 
container,  the  fact  that  it  is  a  multiple 
dose  container, 

(c)  Specific  method  of  preparation,  if 
any,  requir  ed  prior  to  administration,  as, 
for  example,  alkalinization. 

Additional  Standards:  Poliomyelitis 
Vaccine 

§  73.100    The  product. 

(a)  Proper  name  and  definition.  For 
the  purpose  of  section  351(a)  (2)  of  the 
Act  and  §73.1(k),  the  proper  name  of 
this  product  shall  be  "Poliomyelitis  Vac- 
cine", which  shall  consist  of  an  aqueous 
preparation  of  poliomyelitis  viruses  types 
1,  2,  and  3,  grown  in  monkey  kidney  tis- 
sue cultures,  inactivated  by  a  suitable 
method. 

(b)  Strains  of  virus.  Strains  of  polio- 
myelitis virus  used  in  the  manufacture  of 
vaccine  shall  be  identified  by  historical 
records,  infectivity  tests  and  immuno- 
logical methods.  Any  strain  of  virus  may 
be  used  that  produces  a  vaccine  meet- 
ing the  safety  and  potency  requirements 
of  §§  73.101,  73.102,  and  73.103.  but  the 
Surgeon  General  may  from  time  to  time 
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prohibit  the  use  of  any  specific  strain 
whenever  he  finds  that  it  is  practicable 
to -use  another  strain  of  the  same  type 
that  is  potentially  less  pathogenic  to 
man  and  that  will  produce  a  vaccine  of 
equivalent  safety  and  potency. 

(c)  Monkeys.  Only  cynomolgus  or 
rhesus  monkeys,  or  other  species  of  equal 
suitability,  in  overt  good  health  that 
have  reacted  negatively  to  tuberculin 
within  two  weeks  prior  to  use,  shall  be 
used  as  the  source  of  kidney  tissue  for 
the  production  of  virus.  Each  animal 
shall  be  examined  at  neci-opsy  under  the 
supervision  of  a  qualified  pathologist  for 
gross  signs  of  disease  and,  if  there  is  any 
gross  pathological  lesion  of  significance 
to  their  use  in  the  manufacture  of  the 
vaccine,  the  kidneys  shall  be  discarded, 
filidney  tissue  from  monkeys  that  have 
been  used  previously  for  experimental 
purposes  shall  not  be  used,  except  that 
monkeys  in  overt  good  health,  used  for 
the  safety  or  potency  tests  with  negative 
clinical  findings  (§§  73.102  and  73.103) 
that  have  reacted  negatively  to  tuber- 
culin prior  to  such  test,  may  be  used 
within  two  weeks  of  the  end  of  the  test 
period. 

§  73.101    Manufacture  of  poliomyelitis 
vaccine. 

(a)  Cultivation  of  virus.  Virus  for 
manufacturing  vaccine  shall  be  grown 
with  aseptic  techniques  in  monkey  kid- 
ney cell  tissue  cultures.  Suitable  anti- 
biotics in  the  minimum  concentration 
required  may  be  used.  If  penicillin  is 
used,  not  more  than  200  units  per  milli- 
liter may  be  added. 

(b)  Filtration.  Within  72  hours  pre- 
ceding the  beginning  of  inactivation,  the 
virus  suspensions  shall  be  filtered  or 
clarified  by  a  method  having  an  efficiency 
equivalent  to  that  of  filtration  through 
an  SI  Seitz  type  filter  pad. 

(c)  Virus  titer.  The  50  percent  end- 
point  (TCIDso)  of  the  virus  fluids  after 
filtration  shall  be  10"*  or  greater  as  con- 
firmed by  comparison  in  a  simultaneous 
test  (using  groups  of  10  tubes  at  1  log 
steps  or  groups  of  5  tubes  at  0.5  log  steps) 
with  a  reference  vinis  distributed  by  the 
National  Institutes  of  Health.  Accept- 


able titrations  of  the  reference  virus  shall 
not  vary  more  than  ±  10-fold  from  its 
labeled  titer  using  0.5  milliliter  inoculum 
in  tissue  culture. 

(d)  Inactivation  of  virus.  The  virus 
shall  be  inactivated,  as  evidenced  by  the 
tests  prescribed  in  §  73.102,  through  the 
use  of  an  agent  or  method  which  has 
been  demonstrated  to  the  satisfaction  of 
the  Surgeon  General  to  be  consistently 
effective  in  the  hands  of  the  manufac- 
turer in  inactivating  a  series  of  lots  of 
poliomyelitis  virus.  If  formaldehyde  is 
used  for  inactivation,  it  shall  be  added 
to  the  virus  suspension  to  a  final  concen- 
tration of  U.SJ*.  solution  of  formalde- 
hyde of  1:4000,  and  the  inactivation  con- 
ducted under  controlled  conditions  of  pH 
and  time,  at  a  temperature  of  36°  to  38" 
C.  Three  or  more  vims  titers,  suitably 
spaced  to  indicate  rate  of  inactivation, 
shall  be  determined  during  the  inactiva- 
tion process.  Filtration  equivalent  to 
that  described  in  paragraph  (b)  of  this 
section  shall  be  performed  after  the  esti- 
mated base-line  time  (time  at  which  the 
50  percent  efid-point  reaches  10°  C.) ,  but 
prior  to  sampling  for  the  first  single 
strain  tissue  culture  test  required  in 
§  73.102(b). 

(e)  Additional  processing.  Single 
strain  or  trivalent  pools  that  have  failed 
to  pass  safety  tests  prescribed  in  §  73.102 
(b),  (c),  or  (e)  may  be  treated  as  fol- 
lows: 

(1)  Filtration  of  clarification  by  a 
method  having  an  efficiency  equivalent  to 
that  of  filtration  through  an  SI  Seitz 
type  filter  pad. 

(2)  Negative  tests  performed  as  de- 
scribed in  §  73.102  (b)  and  (c)  must  be 
obtained  on  each  of  two  successive  sam- 
ples taken  so  as  to  be  separated  by  an 
interval  of  at  least  three  days  while  the 
material  is  being  subjected  to  treatment 
with  1:4000  U.S.P.  formaldehyde  solu- 
tion and  heat  at  36°  to  38°  C.  The  finst 
sample  may  be  taken  before  incubation 
is  begun  and  the  second  sample  is  to  be 
taken  after  the  incubation  of  at  least  3 
days  is  completed.  In  the  case  of  single 
strain  pools,  the  voliune  tested  for  each 
tissue  culture  safety  test  shall  be  at  least 
500  milliliters  and  in  the  case  of  trivalent 
pools,  at  least  1,500  milliliters. 
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(3)  Pcxjls  which  are  positive  following 
such  additional  processing  shall  not  be 
used  for  the  manufacture  of  poliomyelitis 
•vaccine. 

(f)  Supplemental  inactivation.  Sup- 
plemental inactivation  employing  a 
method  capable  of  reducing  the  titer  of  a 
similarly  produced  virus  suspension  by  a 
factor  of  10"'  may  be  applied  at  any 
point  after  the  filtration  step  described 
in  paragraph  (d)  or  (e)  (1)  of  this 
section. 

§  73.102    Tests  for  safety. 

In  the  manufacture  of  the  product,  the 
following  tests  relating  to  safety  shall  be 
conducted  by  the  manufacturer. 

(a)  The  virus  pool.  Prior  to  inacti- 
vation each  virus  pool  shall  be  tested 
for  the  presence  of  B  virus  and  Mycobac- 
terium tuberculosis  by  suitable  animal 
and  culture  methods. 

(b)  Single  strain  pool  tissue  culture 
tests  for  poliomyelitis  virus.  (1)  During 
inactivation,  before  pooling  to  make  the 
final  poliomyelitis  vaccine,  each  mono- 
valent bulk  strain  pool  shall  be  tested 
for  the  presence  of  virus  by  tissue  cul- 
ture methods.  Two  samples  separated  by 
an  interval  of  at  least  three  days  during 
inactivation  at  36°  to  38°  C.  shall  be 
tested. 

(2)  No  less  than  500  milliliters  of  each 
sample  shall  be  subjected  to  the  com- 
plete testing  process  and  each  test  shall 
be  performed  on  a  different  monkey  kid- 
ney tissue  culture  cell  preparation. 
Each  sample  shall  be  inoculated  into  five 
or  more  tissue  culture  bottles  of  a  suit- 
able capacity,  the  ratio  of  the  vaccine 
to  the  nutrient  fluid  being  approximately 
1:1  to  1:3,  and  the  area  of  the  surface 
growth  of  cells  being  at  least  3  square 
centimeters  per  milliliter  of  vaccine. 
The  tissue  culture  bottles  shall  be  ob- 
served at  least  14  days. 

(3)  A  first  subculture  shall  be  made 
at  the  end  of  seven  days  from  date  of 
inoculation  by  planting  at  least  2  per- 
cent of  the  volume  from  each  original 
bottle  into  suitable  tissue  culture  con- 
tainers, followed  by  ref ceding. 


(4)  A  second  subculture  shall  be  made 
from  each  original  bottle  in  the  same 
manner  at  the  end  of  14  days  from  date 
of  inoculation. 

C5)  The  first  and  second  subcultures 
shall  be  each  observed  for  at  least  seven 
days. 

(6)  If  cytopathogenic  effects  occur 
either  in  the  original  bottles  of  the  two 
tests  or  in  the  subcultures  from  them,  or 
if  cellular  degeneration  appears  in  the 
original  bottles  or  in  the  subcultures  be- 
fore degeneration  occurs  in  uninoculated 
cultures,  the  pool  shall  be  held  until  the 
matter  is  resolved.  If  active  poliomy- 
elitis virus  is  indicated,  the  strain  pool 
shall  not  be  used  for  inclusion  in  a  final 
vaccine  unless  effectively  reprocessed  as 
described  in  §  73.101  (e) .  If  other  viruses 
are  present,  the  pool  shall  not  be  used 
unless  it  can  be  demonstrated  that  such 
viruses  have  originated  from  other  than 
the  strain  pool  being  tested. 

(c)  Trivalent  vaccine  pool  tissue  cul- 
ture test.  No  less  than  1,500  milliliters 
of  the  trivalent  vaccine  pool,  without 
final  preservative,  prepared  by  pooling 
the  three  type  pools,  each  of  which  has 
passed  all  tests  described  in  paragraph 
(b)  of  this  section,  shall  be  subjected  to 
the  complete  tissue  culture  test  pre- 
scribed in  such  paragraph  in  at  least  two 
approximately  equal  tests  in  separate 
monkey  kidney  tissue  culture  prepara- 
tions. 

(d)  Trivalent  vaccine  pool  lympho- 
cytic choriomeningitis  test.  The  final 
vaccine  shall  be  shown  to  be  free  of 
lymphocytic  choriomeningitis  virus  by 
intracerebral  inoculation  into  10  or  more 
mice  which  shall  be  observed  daily  for 
at  least  21  days  and  a  negative  test  shall 
not  be  valid  unless  at  least  8  mice  survive 
for  this  period. 

(e)  Final  vaccine  test  for  active  virv^ 
in  monkeys.  (1)  Vaccine  from  a  suffi- 
cient number  of  final  containers  selected 
at  random  from  each  filling  of  each  lot 
shall  be  pooled  to  provide  a  test  sample 
of  at  least  100  milliliters  representing  the 
filling. 

(2)  Where  the  number  of  fillings  in 
a  lot  is  four  or  more,  a  test  sample  from 
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each  filling  shall  be  inoculated  into  a 
group  of  five  or  more  monkeys.  Where 
the  number  of  fillings  in  a  lot  is  less  than 
four,  test  samples  from  the  several  fill- 
ings shall  be  inoculated  into  a  total  of 
not  less  than  twenty  monkeys.  A  pre- 
injection  serum  sample  must  contain  no 
neutralizing  antibody  against  the  three 
poliomyelitis  virus  types  in  a  dilution 
of  1 :4  when  tested  against  not  more  than 
1.000  TCIDso  doses  of  virus.  At  least  80 
percent  of  the  test  animals  representing 
each  filling  must  survive  the  test  period 
without  significant  weight  loss,  except 
that  if  at  least  60  percent  of  the  test  ani- 
mals survive  the  first  48  hours  after  in- 
jection, those  animals  which  do  not 
survive  this  48  hour  period  may  be  re- 
placed by  an  equal  number  of  test  ani- 
mals. If  less  than  60  percent  of  the  test 
animals  survive  the  first  48  hours,  or  if 
less  than  80  percent  of  the  animals  rep- 
resenting each  filling  survive  the  test 
period  without  significant  weight  loss, 
the  test  must  be  repeated. 

(3)  Vaccine  is  injected  by  combined 
intracerebral,  intraspinal,  and  intramus- 
cular routes  into  rhesus  or  cynomolgus 
monkeys  in  overt  good  health,  under  deep 
barbiturate  anethesia.  The  intracere- 
bral injection  consists  of  0.5  milliliter 
into  the  thalamic  region  of  each  hemi- 
sphere. The  intraspinal  injection  con- 
sists of  0.5  milliliter  into  the  lumbar 
spinal  cord  enlargement.  The  intra- 
muscular injection  consists  of  1.0  milli- 
liter into  the  right  leg  muscles.  At  the 
same  time,  an  injection  of  200  milligrams 
of  cortisone  acetate  is  given  into  the  left 
leg  muscles,  and  1.0  milliliter  of  procaine 
penicillin  (300,000  units)  into  the  right 
arm  muscles.  The  monkeys  are  observed 
for  17  to  19  days  and  symptoms  sugges- 
tive of  poliomyelitis  are  recorded. 

(4)  At  the  end  of  the  observation 
period,  samples  of  nervous  tissue  are 
taken  for  virus  recovery  and  identifica- 
tion. Histological  sections  are  prepared 
from  both  spinal  cord  enlargements  and 
examined. 

(5)  Doubtful  histopathological  find- 
ings necessitate  (i)  examination  of  a 
sample  of  sections  from  several  regions 
of  the  brain  in  question,  and  (ii)  at- 
tempts at  virus  recovery  from  the  nerv- 
ous tissues  previously  removed  from  the 


animal.  The  test  is  considered  negative 
if  the  histological  and  other  studies  leave 
no  doubt  that  poliomyelitis  infection  did 
not  occur. 

§  73.103    Potency  test. 

Each  lot  of  vaccine  shall  be  subject  to 
a  potency  test  which  permits  an  estima- 
tion of  the  antigenic  capacity  of  the 
vaccine.  This  is  done  by  means  of  a 
simultaneous  comparison  of  the  antibody 
levels  produced  in  fnonkeys  by  the  vac- 
cine under  test  with  the  antibody  levels 
of  reference  serums  distributed  by  the 
National  Institutes  of  Health.  The  po- 
tency test  shall  be  performed  on  samples 
taken  after  final  processing  of  the  tri- 
valent  pool  including  addition  of  pre- 
servative, and  shall  be  conducted  as 
follows : 

(a)  Inoculation  of  monkeys.  A  group 
of  12  or  more  rhesus  or  cyrxomolgus 
monkeys  shall  be  used.  Animals  shall 
weigh  between  4  and  8  pounds  and  shall 
be  in  overt  good  health.  Animals  that 
become  ill  and  then  remain  ill  during 
the  course  of  immunization  shall  be  ex- 
cluded from  the  groujJ.  The  test  shall 
not  be  valid  unless  at  least  8  survive  the 
test  period.  The  test  vaccine  shall  be 
given  Intramuscularly  to  each  monkey 
in  3  doses  of  1.0  milliliter  each  at  seven 
day  intervals.  Only  undiluted  vaccine 
shall  be  used. 

(b)  Serum  samples.  A  blood  sample 
shall  be  taken  from  each  monkey  prior 
to  vaccination  and  then  again  7  days 
after  the  last  injection.  Serum  shall  be 
separated  aseptically,  and  stored  under 
refrigeration. 

(c)  Serum.-virus  neutralization  test. 
The  titers  of  individual  monkey^serums 
shall  be  determined  in  comparison  with 
N.I.H.  reference  serums  in  tests  designed 
to  include  controls  for  all  the  variables 
of  significance  including  the  following: 

(1)  Serum  toxicity  control; 

(2)  Cell  control  and  cell  titration; 

(3)  Virus  titration  control  (at  least  4 
tubes/dilution  at  Vz  log  steps) ;  and 

(4)  Serum  controls  Using  type-specific 
serums  to  identify  the  type  of  virus  used 
in  the  neutralization  test. 

(d)  Interpretation  of  the  test.  Ani- 
mals showing  preinoculation  titers  of 

or  over  when  tested  against  not  more 
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than  1,000  TCID^o  of  virus,  shall  be  ex- 
cluded from  the  test.  The  geometric 
mean  titer  of  antibody  induced  in  the 
monkeys  surviving  the  course  of  immu- 
nization and  bleeding,  shall  be  .calcu- 
lated. A  comparison  of  the  value  so 
obtained  shall  be  made  with  the  values 
for  the  reference  serums  that  were  tested 
simultaneously  and  expressed  as  ratios 
between  the  mean  titer  values  of  the 
serums  under  test  and  the  mean  titer 
value  of  the  reference  serums. 

(e)  Potency  requirements.  A  lot  of 
vaccine  tested  aCgainst  National  Insti- 
tutes of  Health  reference  serums  IIA, 
HA  l^,  and  IIA  Mc  shall  be  satisfac- 
tory if  the  geometric  mean  value  of  the 
group  of  individual  monkey  serums  rep- 
resenting the  lot  of  vaccine  t€fste4  is  at 
least  0.86  times  the  geometric  mean  value 
of  the  three  reference  serums  for  type  1, 
at  least  0.75  times  for  type  2,  and  at  least 
0.48  times  for  type  3.  In  applying  the 
foregoing  requirements,  a  variation  of 
66%  percent  is  acceptable. 

§  73.104     General  requirements. 

(a)  Final  container  tests.  Tests  shall 
be  made  on  final  containers  for  identity, 
safety,  and  sterility  in  accordance  with 
§§  73.72  and  73.73.  In  addition,  the  lot 
shall  not  be  released  unless  the  test  for 
the  presence  of  living  poliomyelitis  virus 
described  in  §  73.102(e)  is  negative. 

(b)  Extraneous  protein.  Extraneous 
protein,  capable  of  producing  allergenic 
effects  on  injection  into  human  subjects, 
•shall  not  be  added  to  the  final  virus  pro- 
duction medium.  If  animal  serum  is 
used  at  any  stage,  its  calculated  concen- 
tration in  the  final  medium  shall  not 
exceed  1:1,000,000. 

(c)  Dose.  These  additional  stand- 
ards are  based  on  a  human  dose  of  1.0 
milliliter  for  a  single  injection  and  a 
total  human  immiuiizing  dose  of  three 
injections  of  1.0  milliliter  given  at  appro- 
priate intervals. 

(d)  Labeling.  In  addition  to  compli- 
ance with  the  requirements  of  §§73.50 
to  73.55,  inclusive,  the  label  or  the  pack- 
age enclosure  shall  include  an  appropri- 
ate statement  indicating  the  tyjJe  and 
amounts  of  antibiotics  added,  if  any. 
The  preservative  used  shall  be  stated  on 
the  label,  as  well  as  allergenic  substances 


added,  if  any,  and  the  source,  composi- 
tion and  method  of  inactivation  of  the 
viruses. 

(e)  Dating.  The  expiration  date  shall 
be  no  more  than  six  months  after  either 
the  date  of  manufacture  as  defined  in 
§  73.82(a)  or  the  date  of  issue  from  cold 
storage.  Such  date  of  issue  shall  not  be 
more  than  six  months  after  such  date  of 
manufactui'e,  and  the  product  prior  to 
issue  shall  be  kept  constantly  at  a  tem- 
perature not  exceeding  10°  C. 

(f)  Requirements  for  samples  and 
reports.  For  each  lot  of  vaccine,  the  fol- 
lowing material  shall  be  submitted  to  the 
Director,  Division  of  Biologies  Stand- 
ards, National  Institutes  of  Health, 
Bethesda  14,  Mainland: 

(1)  A  2,500  milliliter  sample,  neutral- 
ized, not  dialyzed,  and  without  final 
preservative,  taken  at  the  latest  possible 
stage  of  manufacturing  before  the  ad- 
dition of  such  preservative. 

(2)  A  200  milliliter  bulk  sample  of  the 
final  vaccine  containing  final  preserva- 
tive, 

(3)  A  total  of  not  less  than  200  milli- 
liter sample  of  the  final  vaccine  in  final 
labeled  containers. 

(4)  Protocols  showing  the  history  of 
the  lot  and  the  results  of  the  tests  pre- 
scribed in  these  additional  standards. 

§  73.105    Equivalent  methods. 

Modification  of  any  particular  manu- 
facturing method  or  process  or  the  con- 
ditions under  which  it  is  conducted  as 
set  forth  in  the  additional  .standards 
relating  to  poliomyelitis  vaccine 
(§§  73.100  to  73.104.  inclusive)  shall  be 
permitted  whenever  the  manufacturer 
presents  evidence  to  demonstrate  that 
such  modification  will  provide  equal  or 
greater  assurances  of  the  safety,  purity 
and  potency  of  the  vaccine  as  the  assur- 
ances provided  by  such  standards,  and 
the  Surgeon  General  so  finds  and  makes 
such  finding  a  matter  of  ofiBcial  record. 

(Sec.  215,  58  Stat.  690,  as  amended;  42  U.S.C. 
216.  Interprets  or  applies  sec.  351,  58  Stat. 
702;  42  U.S.C.  2621 


T.N.  78 


PHS  Manual  Laws  and  Regulations 

24 


HEW-PHS-SG 


PHS  REGULATIONS 


Sec.  73.  Ill  (  d) 


Additional  Standards:  Adenovirus 
Vaccine 

§73.110    The  product. 

(a)  Proper- name  and  definition.  For 
the  purpose  of  section  351(a)  (2)  of  the 
Act  and  §73.1(k),  the  proper  name  of 
this  product  shall  be  "Adenovirus  Vac- 
cine" with  a  designation  of  the  types  of 
virus  included  in  the  vaccine.  Such  vac- 
cine shall  consist  of  an  aqueous  prepara- 
tion of  one  or  more  adenoviruses  grown 
in  monkey  kidney  tissue  cultui-es  inacti- 
vated by  a  suitable  method.  Where 
more  than  one  type  of  virus  is  used  in  the 
manufacture  of  the  vaccine,  equal  pro- 
portions of  each  type  shall  be  combined 
with  a  tolerance  for-  each  component  of 
5  percent  of  the  total  volume. 

(b)  Strains  of  virus.  Sti'ains  of  ad- 
enovirus used  in  the  manufacture  of  the 
vaccine  shall  be  identified  by  historical 
records,  infectivity  tests,  and  immuno- 
logical methods.  Only  those  strains  of 
virus  may  be  used  that  (1)  produce  a 
vaccine  meeting  the  safety  and  potency 
requirements  in  §§  73.112  and  73.113,  (2) 
never  had  any  passage  in  malignant 
cells  of  human  or  animal  origin,  and  (3) 
have  been  maintained  in  monkey  kidney 
cultures  for  at  least  10  passages  prior  to 
use. 

(c)  Monkey  kidney  tissue.  Only  cyn- 
omolgus  or  rhesus  monkeys  or  other  spe- 
cies of  equal  suitability,  in  overt  good 
health,  that  have  reacted  negatively  to 
tuberculin  within  2  weeks  prior  to  use 
shall  be  used  as  a  source  of  kidney  tissue 
for  the  production  of  virus.  Each  ani- 
mal shall  be  examined  at  necropsy  under 
the  supervision  of  a  qualified  pathologist 
for  gross  signs  of  disease.  If  there  is 
any  gross  pathological  lesion  of  any  sig- 
nificance to  their  use  in  the  manufacture 
of  vaccine,  the  kidneys  shall  be  discarded. 
Kidney  tissue  from  monkeys  that  have 
been  used  previously  for  experimental 
purposes  shall  not  be  used,  except  that 
monkeys  in  overt  good  health,  used  for 
the  safety  or  potency  tests  of  adenovirus 
vaccines  with  negative  clinical  findings 
(§§  73.112  and  73.113)  that  have  reacted 
negatively  to  tuberculin  prior  to  such 
test,  may  be  used  within  two  weeks  of  the 
end  of  the  test  period.   The  monkeys 


shall  not  at  any  time  have  been  housed 
in  the  same  building  where  monkeys 
actually  infected  with  or  exposed  to 
poliovirus  are  .housed,  and  due  precau- 
tions shall  be  taken  to  prevent  cross-in- 
fection from  any  infected  or  potentially 
Infected  monkeys  on  the  premises. 

§  73.111    Manufacture    of  adenovirus 
vaccine. 

(a)  Cultivation  of  virus.  Virus  for 
manufacturing  vaccine  shall  be  grown 
with  aseptic  technique  in  monkey  kidney 
cell  cultures  using  a  synthetic  medium. 
Suitable  antibiotics  in  the  minimum  con- 
cantration  required  may  be  used.  If 
penicillin  is  used,  not  more  than  200  units 
per  milliliter  may  be  added.  Phenol  red 
may  not  exceed  a  concentration  of  0.002 
i^ercent. 

(b)  Filtration.  Within  72  hours  pre- 
ceding the  beginning  of  inactivation,  the 
virus  suspensions  shall  be  .filtered  or 
clarified  by  a  method  having  an  efficiency 
at  least  equivalent  to  that  of  a  Selas  02 
type  filter. 

(c)  Virus  titer.  The  titer  of  each 
virus  pool  after  filtration  shall  be  deter- 
mined by  a  suitable  method.  It  shall 
also  be  demonstrated  that  each  virus 
pool  possesses  adenovirus  group  antigen 
by  the  complement-fixing  test. 

(d)  Inactivation  of  virus.  The  virus 
shall  be  inactivated,  as  evidenced  by  the 
test  in  tissue  cultm*e  as  set  forth  in 
§  73.112,  through  the  use  of  an  agent  or 
method  which  has  been  demonstrated  to 
be  effective  in  the  hands  of  the  manufac- 
turer in  inactivating  a  series  of  at  least  5 
consecutive  lots  of  adenovirus  vaccine. 
If  formaldehyde  is  used  for  inactivation, 
it  shall  be  added  to  the  virus  suspension 
to  a  final  concentration  of  U.S.P.  formal- 
dehyde solution  of  at  least  1:4000.  The 
inactivation  shall  be  conducted  under 
controlled  conditions  of  pH  and  time  at  a 
temperature  of  36°  to  38°  C.  As  an  Indi- 
cation of  inactivation,  not  less  than  two 
samples  shall  be  removed  during  the  in- 
activation Drocess  and  treated  as  pre- 
scribed in  §  73.112(b)  (1).  Regardless  of 
the  concentration  of  foraialdehyde  used, 
the  total  heating  period  shall  be  not  less 
than  20  hours  and  at  least  three  times 
the  period  required  for  the  reduction  of 
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live  virus  to  a  point  where  no  virus  is 
detected  in  a  5  milliliter  sample  when 
tested  in  accordance  with  §73. 112(b)  (1). 
At  the  end  of  the  heating  period  a  sample 
shall  be  removed  for  the  single  strain 
tissue  culture  safety  test, 

§  73.112    Tests  for  safety. 

In  the  manufacture  of  the  product,  the 
following  tests  relating  to  safety  shall  be 
conducted  by  the  manufacturer: 

(a)  The  virus  pool.  (1)  Prior  to  in- 
activation,  each  virus  pool  shall  be 
tested  for  -the  presence  of  B  virus  and 
Mycobacterium  tuberculosis  by  suitable 
animal  and  culture  methods; 

(2)  Each  single  strain  virus  pool  shall 
be  shown  to  be  free  of  lymphocytic  chor- 
iomeningitis virus  and  other  mouse  path- 
ogens by  intracerebral  injection  into  10 
or  more  mice  which  shall  be  observed 
daily  for  at  least  21  days.  All  mice 
which  die  during  the  observation  period 
shall  be  studied  as  to  the  possible  cause 
of  death.  A  negative  test  shall  not  be 
valid  unless  at  least  8  mice  survive  the 
full  observation  period  and  unless  the 
virus  pool  was  found  free  of  agents  path- 
ogenic for  mice;  and 

(3)  An  identity  test  shall  be  done  on 
each  virus  pool  using  monovalent 
adenovirus  serums  free  from  polio- 
myelitis antibodies.  Such  serums  shall 
have  been  prepared  from  animals  im- 
munized with  virus  grown  in  other  than 
the  tissue  used  for  the  neutralization  test. 
The  identity  tests  shall  be  done  (i)  in 
monkey  kidney  and  (ii)  in  HeLa  or  other 
equally  susceptible  cells.  The  tissue  cul- 
tures shall  be  observed  for  7  days.  Those 
showing  cytopathogenic  effect  in  the 
presence  of  type  specific  serum  shall  be 
subcultured  in  monkey  kidney  cells  or 
HeLa  cells.  The  subcultures  shall  be 
maintained  for  7  days  and  observed  for 
cytopathogenic  effect.  Only  virus  pools 
free  of  unidentified  cytopathogenic 
agents  and  free  of  all  viruses  pathogenic 
to  man  other  than  adenoviruses  may  be 
used  for  vaccine  manufacture. 

(b)  Single  strain  tissue  culture  test 
for  adenovirus.  (1)  The  samples  speci- 
fied in  §  73.111  (d)  shall  be  placed  im- 
mediately after  sampling  in  contact  with 
sodium  bisulfite  or  a  similar  formalde- 
hyde neutralizing  substance  that  will 


stop  the  inactivation  process.  Each 
sample  shall  be  dialyzed  or  rendered 
non-toxic  to  tissue  culture  cells  by  an 
appropriate  method  which  does  not 
affect  the  detection  of  live  virus.  An 
amount  of  fluid  representing  at  least  5 
milliliters  of  the  original  virus  pool  shall 
be  inoculated  into  monkey  kidney  oi 
other  equally  susceptible  tissue  cultures. 
The  tissue  cultures  shall  be  maintained 
for  7  to  12  days  and  examined  at  inter- 
vals. At  the  end  of  the  above  period,  the 
cell  sheet  shall  be  removed  from  each 
culture  vessel,  broken  up  by  an  appro- 
priate means,  suspended  in  a  portion  of 
its  culture  fluid  equal  to  at  least  10  per- 
cent of  the  volume  which  was  present 
during  incubation,  and  inoculated  into 
corresponding  fresh  tissue  culture  prepa- 
rations. Any  fluids  recovered  prior  to 
refeeding  during  original  observation 
period  shall  be  held  at  2°  to  5°  C.  A  vol- 
ume of  each  fluid  representing  at  least 
10  percent  of  the  total  volume  shall  be 
subcultured  to  fresh  tissue  culture.  All 
subcultures  shall  be  examined  for  at 
least  7  days.  This  test  shall  be  con- 
sidered negative  only  if  no  cellular  de- 
generation occurs  attributable  to  any 
virus. 

(2)  A  sample  of  at  least  500  milliliters 
of  each  single  strain  pool  shall  be  fully 
subjected  to' the  following  testing  proce- 
dure in  tissue  culture  cells,  with  half  the 
sample  in  monkey  kidney  cells  and  half 
in  suitable  human  cells  of  demonstrated 
high  susceptibility  to  adenovirus  and 
poliovirus.  The  entire  sample  shall  be 
dialyzed  and  rendered  non-toxic  for 
tissue  culture  cells.  Each  half  of  the 
sample  shall  be  inoculated  into  4  or  more 
tissue  cultiire  bottles  of  suitable  capacity 
so  that  direct  observation  of  the  culture 
cells  is  possible  under  conditions  which 
assure  the  growth  of  adenovirus,  polio- 
virus  or  simian  viruses  should  infective 
particles  of  any  one  of  these  viruses  be 
present  in  the  vaccine.  The  monkey 
kidney  cell  ciiltures  shall  Ue  performed 
as  described  in  §  73.102(b)  except  that  a 
third  subculture  shall  be  included  after 
21  days  of  incubation  of  the  initial  cul- 
ture and  that  this  subculture  shall  be 
made  by  suspending  the  cell  sheet.  The 
initial  human  cell  cultures  shall  be  ob- 
served for  at  least  12  days,  A  subculture 
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shall  be  made  on  each  fluid  at  each  re- 
feeding  and  on  the  suspension  of  each 
cell  sheet  in  the  culture  fluid  removed  at 
the  end  of  the  observation  period.  The 
inoculum  for  the  subcultures  shall  be  a 
volume  of  at  least  2  percent  of  that  of 
the  fluid  being  studied.  The  subcultm-e 
shall  be  examined  frequently  and  refed 
as  required,  and  maintained  for  a  period 
of  at  least  12  days.  If  a  cytopathogenic 
effect  occurs  during  the  test,  the  vaccine 
pool  shall  be  held  until  the  matter  is 
resolved.  If  active  poliomyelitis  virus  or 
adenovirus  is  indicated,  the  strain  pool 
shall  not  be  used  for  inclusion  in  a  final 
vaccine.  If  other  viruses  are  present,  the 
pool  shall  not  be  used  unless  it  can  be 
demonstrated  that  such  viruses  did  not 
originate  from  the  strain  pool  being 
tested. 

(c)  Final  vaccine  pool  tissue  culture 
test.  No  less  than  1,500  milliliters  of 
the  final  vaccine  pool  without  final  pre- 
servative, prepared  by  pooling  the  in- 
dividual single  strain  preparations,  shall 
be  tested  in  accordance  with  §  73.102 
(b)  and  (c) . 

(d)  Final  vaccine  test  for  active  virus 
in  monkeys.  Final  bulk  vaccine  shall  be 
tested  in  monkeys  as  prescribed  in 
§  73.102(e)  except  that  the  test  may  be 
applied  to  vaccine  before  it  is  placed  in 
final  containers,  and  the  sample  may  be 
dialyzed  in  order  to  remove  sodium  bi- 
sulfite or  the  sodium  bisulfite  formalde- 
hyde complex  before  injection  intra- 
spinally  and  intracerebrally  into  mon- 
keys. In  no  case,  however,  shall  dialyzed 
vaccine  be  used  for  the  intramuscular  in- 
jection of  the  monkeys.  The  test  is 
considered  negative  if  the  histological 
and  other  studies  leave  np  doubt  that 
virus  infections  attributable  to  the  vac- 
cine did  not  occur. 

(e)  Exclusion  of  certain  pools  from 
final  vaccine.  Pools  which  fail  to  pass 
the  tissue  culture  safety  tests  prescribed 
in  this  section  shall  not  be  included  in 
final  vaccine,  unless  it  can  be  clearly 
shown  that  the  cytopathogenic  agent 
occurred  in  the  test  system  and  not  in 
the  vaccine  pool.  No  pool  shall  be  sub- 
jected to  reprocessing. 


§  73.113    Potency  test. 

Each  lot  of  vaccine  shall  be  subjected 
to  a  potency  test  which  permits  an  esti- 
mation of  the  antigenic  capacity  of  the 
vaccine  in  comparison  with  a  reference 
vaccine  distributed  by  the  National  In- 
stitutes of  Health.  This  shall  be  done 
using  at  least  6  animals  for  each  dilution 
of  each  vaccine  tested  and  measuring  the 
neutralizing  antibody  response  of  the 
animals  receiving  test  vaccine  and  others 
receiving  reference  vaccine  in  simultane- 
ous tests.  The  average  antibody  level  for 
each  type  shall  equal  or  exceed  the  cor- 
responding value  of  the  reference  vac- 
cine. 

§  73.114    General  requirements. 

(a)  Separate  facilities.  The  person- 
nel, equipment  and  supplies  used  in  the 
manufacture  of  adenovirus  vaccine  shall 
be  separated  frpm  personnel,  equipment 
or  supplies  used  in  connection  with  any 
other  pathogenic  virus  to  the  extent 
necessary  to  prevent  cross-contamina- 
tion. 

(b)  Final  container  tests.  Tests  shall 
be  made  on  final  containers  for  identity, 
safety,  and  sterility,  in  accordance  with 
§§  73.72  and  73.73. 

(c)  Release  of  vaccine.  A  lot  of  vac- 
cine shall  not  be  released  unless  all 
required  safety  tests  have  given  nega- 
tive results. 

(d)  Extraneous  protein.  Extraneous 
protein  capable  of  producing  allergenic 
effects  on  human  subjects  shall  not  be 
added  to  the  final  virus  production  me- 
dium. If  animal  serum  is  used  at  any 
stage,  its  calculated  concentration  in  the 
final  medium  shall  not  exceed 
1:1,000,000. 

(e)  Nitrogen  content.  The  final  vac- 
cine shall  have  a  protein  nitrogen  con- 
tent of  less  than  0.02  milligram  per 
milliliter. 

(f )  Dose.  These  additional  standards 
for  adenovirus  vaccine  are  based  on  a 
human  dose  not  exceeding  1.0  milliliter 
for  a  single  injection. 

(g)  Labelling.  In  addition  to  compli- 
ance with  the  requirements  of  §§  73.50 
to  73.55,  inclusive,  the  label  or  package 
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enclosure  shall  include  an  appropriate 
statement  indicating  the  type  and 
amotmt  of  each  antibiotic  added,  if  any. 
The  presei-vative  used  shall  be  stated  on 
the  label,  as  well  as  allergenic  substances 
added,  if  any,  and  the  source,  composi- 
tion, and  method  of  inactivation  of  the 
viruses. 

(h)  Dating.  The  expiration  date  shall 
be  not  more  than  6  months  after  either 
the  date  of  manufacture,  as  defined  in 
§  73.82(a) ,  or  the  date  of  issue  from  cold 
storage.  Such  date  of  issue  shall  be  not 
more  than  6  months  after  such  date  of 
manufacture,  and  the  product  prior  to 
issue  shall  be  kept  constantly  at  a  tem- 
perature not  exceeding  10°  C. 

(i)  Requirements  for  samples  and  pro- 
tocols. For  each  lot  of  vaccine,  the  fol- 
lowing material  shall  be  submitted  to  the 
Dii'ector,  Division  of  Biologies  Standards, 
National  Institutes  of  Health,  Bethesda 
14,  Maryland: 

(1)  A  2,500-milliliter  sample  of  the  fi- 
nal vaccine  taken  at  the  latest  possible 
stage  of  manufacture  before  the  addition 
of  preservative. 

(2)  A  200 -milliliter  bulk  sample  of  the 
final  vaccine  containing  all  presei-vatives. 

(3)  A  total  of  at  least  200-milliliter 
sample  of  the  final  vaccine  in  final  la- 
belled containers. 

(4)  Protocol  showing  the  history  of 
the  lot  and  the  results  of  all  of  the  tests 
which  were  can-ied  out  by  the  manu- 
facturer. 

§  73.115    Equivalent  methods. 

The  provisions  of  §  73.105,  permitting 
modifications  in  methods  if  found  equiv- 
alent in  assuring  safety,  purify,  and  po- 
tency, shall  be  applicable  to  the  addi- 
tional standards  relating  to  adenovirus 
vaccine  (§§73.110  to  73.114,  inclusive). 

Additional  Standards:  Whole  Blood 
(Human) 

§  73.300    Proper  name  and  definition. 

For  the  purpose  of  section  351(a)(2) 
of  the  Act  and  §73.1(k),  the  proper 
name  of  this  product  shall  be  Whole 
Blood  (Human)  preceded  by  a  term  or 
terms  indicating  the  anticoagulant  used. 
Whole  Blood  (Human)  is  defined  as 
blood  collected  from  human  donors  for 
transfusion  to  human  recipients. 


§  73.301     Suitability  of  donor. 

(a)  Method  of  determining.  The  suit- 
ability of  a  donor  as  a  som-ce  of  Whole 
Blood  (Human)  shall  be  determined  by 
a  qualified  physician  or  by  persons  under 
his  supervision  and  trained  in  determin- 
ing suitability.  Such  determination  shall 
be  made  on  the  day  of  collection  from  the 
donor  by  means  of  a  medical  history,  a 
test  for  hemoglobin  level,  and  such  physi- 
cal examination  as  appears  necessary, 

(b)  Qualifications  of  donor;  general. 
Only  those  persons  may  serve  as  a  source 
of  Whole  Blood  (Human)  who  are  in 
good  health,  as  indicated  in  part  by: 

(1)  Noi-mal  temperature; 

(2)  Demonstration  that  systolic  and 
diastolic  blood  pressures  are  within  nor- 
mal limits,  unless  the  examining  physi- 
cian is  satisfied  that  an  individual  with 
blood  pressures  outside  these  limits  is  an 
otherwise  qualified  donor  under  the  pro- 
visions of  this  section; 

(3)  A  blood  hemoglobin  level  which 
shall  be  demonstrated  to  be  no  less  than 
12.5  gm.  of  hemoglobin  per  100  ml.  of 
blood ; 

(4)  Freedom  from  acute  respiratory 
diseases; 

(5)  Freedom  from  any  infectious  skin 
disease  at  the  site  of  phlebotomy  and 
from  any  such  disease  generalized  to  such 
an  extent  as  to  create  a  risk  of  con- 
tamination of  the  blood;  and 

(6)  Fi-eedom  from  any  disease  trans- 
missible by  blood  transfusion,  insofar  as 
can  be  determined  by  history  and  exam- 
inations indicated  above. 

(c)  Additional  qualifications  of  do- 
nor; viral  hepatitis.  No  individual  shall 
be  used  as  a  source  of  Whole  Blood  (Hu- 
man) if  he  has — 

( 1 )  A  history  of  viral  hepatitis ; 

(2)  A  history  of  close  contact  within 
six  months  of  donation  with  an  individ- 
ual having  viral  hepatitis ; 

(3)  A  history  of  having  received  within 
six  months  human  blood,  or  any  deriva- 
tive of  human  blood  which  the  National 
Institutes  of  Health  has  advised  the  li- 
censed establishment  is  a  possible  source 
of  viral  hepatitis. 

(d)  Therapeutic  bleedings.  Blood 
withdrawn  in  order  to  promote  the 
health  of  a  donor  otherwise  qualified 
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under  the  provisions  of  this  section,  shall 
not  be  used  as  a  source  of  Whole  Blood 
(Human)  unless  the  container  label  con- 
spicuously indicates  the  donor's  disease 
that  necessitated  withdrawal  of  blood. 

§  73.302    Collection  of  the  blood. 

(a)  Supervision.  Blood  shall  be 
drawn  from  the  donor  by  a  qualified 
physician  or  under  his  supervision  by 
assistants  trained  in  the  procedure. 

(b)  The  donor  clinic.  The  pertinent 
requirements  of  §  73.37  shall  apply  at 
both  the  licensed  establishment  and  at 
any  other  place  where  the  bleeding  is 
performed. 

(c)  Blood  containers.  Blood  con- 
tainers and  donor  sets  shall  be  pyrogen- 
free,  sterile,  and  identified  by  lot 
number.  The  amount  of  anticoagulant 
required  for  the  quantity  of  blood  to  be 
collected  shall  be  in  the  blood  container 
when  it  is  sterilized. 

(d)  The  anticoagulant  solution.  The 
anticoagulant  solution  shall  be  sterile 
and  pyrogen-free.  One  of  the  following 
formulae  may  be  used-  in  the  indicated 
volumes : 


Solution 

Solution 

A 

B 

Tri-sodium  citrate 

22.0  gm.. 

13.2  gm. 

(Na3C6H507-2H20). 

Citric  acid  (CeHsOvHjO)  

8.0  gm... 

4.8  gm. 

Dextrose  (CeHijOs-HsO).  

24.5  gm.. 

14.7  gm. 

Water  for  injection  (U.S. P.)  to 

1,000  mi- 

1,000  ml. 

make. 

Volume  per  100  ml.  blood  

15  mi  

25  ml. 

No  other  anticoagulant  may  be  used  un- 
less prior  to  use  the  Surgeon  General 
has  found  that  under  such  conditions  of 
dating,  storage,  and  use  as  he  may  pre- 
scribe, the  proposed  anticoagulant  is  at 
least  as  effective  as  the  above  formulae 
in  preventing  coagulation  and  in  preserv- 
ing red  blood  cells. 

(e)  Donor  identification.  Each  unit  of 
blood  shall  be  so  marked  or  identified  by 
number  or  other  symbol  as  to  relate  it 
to  the  individual  donor. 

(f)  Prevention  of  contamination  of 
the  blood.  The  skin  of  the  donor  at  the 
site  of  phlebotomy  shall  be  prepared 
thoroughly  and  carefully  by  a  method 
that  gives  maximum  assurance  of  a  ster- 
ile container  of  blood.   The  blood  shall 


be  collected  by  aseptic  methods  in  a  ster- 
ile system  which  may  be  closed  or  may 
be  vented  if  the  vent  protects  the  blood 
against  contamination. 

(g)  Pilot  samples  for  laboratory  tests. 
Before  blood  collection,  at  least  one  pilot 
tube  shall  be  attached  securely  to  the 
container  in  a  manner  that  will  give  evi- 
dence of  removal.  The  pilot  tube  and 
containers  for  additional  samples  as 
needed  for  laboratory  testing  shall  bear 
the  donor's  identification  at  the  time  of 
blood  collection.  All  samples  shall  be  col- 
lected by  the  person  collecting  the  blood 
at  the  time  of  filling  the  final  container. 

(h)  Storage.  Immediately  after  col- 
lection, the  blood  shall  be  placed  in  stor- 
age at  4°  to  6°  C.  unless  it  must  be  trans- 
ported from  the  donor  clinic  to  the  proc- 
essing laboratory.  In  this  case  the  blood 
shall  be  placed  in  temporary  storage  hav- 
ing sufficient  refrigeration  capacity  to 
cool  the  blood  continuously  toward  4° 
to  6"  C.  until  it  arrives  at  the  processing 
laboratory  where  it  shall  be  stored  at 
4»  to  6°  C. 

§  73.303    Processing  tlie  blood. 

All  laboratory  tests  shall  be  made  on  a 
pilot  sample  specimen  of  blood  taken 
from  the  donor  at  the  time  of  collecting 
the  unit  of  blood,  and  th^e  tests  shall 
include  the  following: 

(a)  Serological  test  for  syphilis. 
Whole  Blood  (Human)  shall  be  nega- 
tive to  a  serological  test  for  syphilis, 
except  that  blood  may  be  issued  in  an 
emergency  without  performing  a  sero- 
logical test  for  syphilis,  provided  that  the 
label  conspicuously'  indicates  that  the 
test  was  not  done. 

(b)  Determination  of  blood  group. 
Each  container  of  Whole  Blood  (Hu- 
man) shall  be  classified  as  to  ABO  blood 
group.  At  least  two  blood  group  tests 
shall  be  made  and  the  vnit  shall  not  be 
issued  until  grouping  tests  by  different 
methods  or  with  different  lots  of  anti- 
serums are  in  agreement.  Only  those 
Anti-A  and  Antf-B  Blood  Grouping 
Seriuns  licensed  under,  or  that  other- 
wise meet  the  requirements  of,  the  regu- 
lations of  this  part  shall  be  used,  and 
the  technique  used  shall  be  that  for 
which  the  serum  is  specifically  designed 
to  be  effective. 
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(c)  Determination  of  the  Rh  factors. 
Each  container  of  Whole  Blood  (Human) 
shall  be  classified  as  to  Rh  type  on  the 
basis  of  tests  done  on  the  pilot  sample. 
The  label  shall  indicate  the  extent  of 
typing  and  the  results  of  all  tests  per- 
formed. If  the  test,  using  Anti-Rh, 
(Anti-D)  Typing  Serum,  is  positive,  the 
container  may  be  labeled  "Rh  Posi- 
tive". If  this  test  is  negative,  the  results 
shall  be  confirmed  by  further  testing 
which  may  include  tests  for  the  Rho 
variant  (D")  and  for  other  Rh-Hr  fac- 
tors. Blood  may  be  labeled  "Rh  Nega- 
tive" if  negative  to  tests  for  the  Rho  (D) 
and  Rho  variant  (D")  factors.  If  the 
test  using  Anti-Rho  (Anti-D)  Typing 
Serum  is  negative,  but  not  .tested  for  the 
Rho  variant  (D°),  the  label  must  indi- 
cate that  this  test  was  not  done.  Only 
Anti-Rh  Typing  Serums  licensed  under, 
or  that  otherwise  meet  the  requirements 
of,  the  regulations  of  this  part  shall  be 
used,  ahd  the  technique  used  shall  be 
that  for  which  the  serum  is  specifically 
designed  to  be  effective. 

(d)  Sterility  test.  Whole  Blood  (Hu- 
man) intended  for  transfusion  shall  not 
be  tested  for  sterility  by  a  method  that 
entails  entering  the  final  container. 

(e)  Inspection.  Whole  Blood  (Hu- 
man) shall  be  inspected  visually  during 
storage  and  immediately  prior  to  issue. 
If  the  color  or  physical  appearance  is 
abnormal  or  there  is  any  indication  or 
suspicion  of  microbial  contamination 
the  unit  of  Whole  Blood  (Human)  shall 
not  be  issued  for  transfusion. 

§  73.304    General  requirements. 

(a)  Manufacturing  responsibility.  The 
entire  processing  of  Whole  Blood  (Hu- 
man), including  donor  examination, 
blood  collection,  laboratory  tests,  label- 
ing, storage  and  issue,  shall  be  done 
under  the  supervision  and  control  of  the 
same  licensed  establishment  except  that 
the  Surgeon  General  may  approve  ar- 
rangements, upon  joint  request  of  two  or 
more  licensed  establishments,  which  he 
finds  are  of  such  a  nature  as  to  assure 
compliance  otherwise  with  the  provisions 
of  this  part. 


(b)  Periodic  check  on  sterile  tech' 
nique.  One  or  more  containers  of  blood 
shall  be  tested  for  sterility  each  month 
as  a  continuing  check  on  technique. 

(c)  Final  container.  The  original 
blood  container  shall  be  the  final  con- 
tainer and  shall  not  be  entered  prior  to 
issue  for  any  purpose  except  for  blood 
collection.  Such  container  shall  be  un- 
colored  and  transparent  to  permit  visual 
inspection  of  the  contents  and  any  clo- 
sure shall  be  such  as  will  maintain  an 
hermetic  seal  and  prevent  contamina- 
tion of  the  contents.  The  container  ma- 
terial shall  not  interact  with  the  con- 
tents under  the  customary  conditions  of 
storage  and  use,  in  such  a  manner  as  to 
have  an  adverse  effect  upon  the  safety, 
purity,  or  potency  of  the  blood. 

(d)  Shipment  of  Whole  Blood  (Hu- 
man) .  Whole  ''Blood  (Human)  shall 
be  maintained  continuously  at  4°  to  10° 
C.  during  shipment. 

(e)  Reissue  of  blood.  Blood  that  has 
been  removed  from  storage  controlled  by 
a  licensed  establishment  shall  not  be  re- 
issued by  a  licensed  establishment  unless 
the  following  conditions  are  observed: 

(1)  The  container  has  a  tamper -proof 
seal  when  originally  issued  and  this  seal 
remains  unbroken; 

(2)  The  original  pilot  sample  is  prop- 
erly attached  and  has  not  been  removed, 
except  that  blood  lacking  a  pilot  sample 
may  be  reissued  in  an  emergency  pro- 
vided it  is  accompanied  by  instructions 
for  sampling  and  for  use  within  6 
hours  after  entering  the  container  for 
sampling; 

(3)  The  blood  has  been  maintained 
continuously  at  4°  to  10°  C; 

(4)  The  blood  is  held  for  observation 
until  a  significant  inspection  consistent 
with  the  requirements  of  §  73.303(e)  can 
be  made. 

(f)  Records.  Records  shall  be  main- 
tained of  all  aspects  of  the  applicable 
procedures  specified  in  this  part. 

§  73.305  Labeling. 

In  addition  to  the  items  required  in 
§§  73.50,  73.51,  73.52,  73.54,  and  73.55  or 
otherwise  by  law,  the  following  must  ap- 
pear on  the  label  of  each  container: 

(a)  Anticoagulant.  Quantity  and 
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kind  of  anticoagulant  used  and  the  vol- 
ume of  blood  corresponding  with  the 
formula  prescribed  or  approved  under 
§  73.302(d). 

(b)  Serological  test.  The  serological 
test  for  syphilis  used. 

(c)  Blood  group  and  type.  Designa- 
tion of  blood  group  and  Rh  factors: 

(1)  The  blood  group  and  Rh  factors 
shall  be  designated  conspicuously. 

(2)  If  a  color  scheme  for  differentiat- 
ing the  ABO  blood  groups  is  used,  the 
color  used  to  designate  each  blood  group 
on  the  container  shall  be: 

Blood  Group  A:  Yellow. 
Blood  Group  B:  Pink. 
Blood  Group  O:  Blue. 
Blood  Group  AB:  White. 

(d)  Additional  information  for  lahels 
of  Group  O  bloods.  Each  Group  O  blood 
shall  be  labeled  with  a  statement  indi- 
cating whether  or  not  isoagglutinin 
titers  or  other  tests  to  exclude  so-called 
"dangerous"  Group  O  bloods  were  per- 
formed, and  indicating  the  classification 
based  on  such  tests. 

§  73.306    Expiration  date. 

The  expiration  date  for  Citrated  Whole 
Blood  (Hiunan)  using  either  of  the  two 
anticoagulant  formulae  specified  in 
§  73.302(d)  shall  not  exceed  21  days  after 
the  date  of  bleeding  the  donor.  The  ex- 
piration date  for  Whole  Blood  (Human) 
uang  any  other  anticoagulant  found  ac- 
ceptable under  such  section  shall  be  de- 
termined by  the  Surgeon  General  on  the 
basis  of  the  length  of  red  blood  cell 
survival. 
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